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Sixth R.S.E.S. Convention and 2nd 
All-Industry Show Well Attended 


Despite cold, stormy weather, over 7,500 attend convention 
and visit largest display of refrigeration products ever gathered 
under one roof. 


CHICAGO, FEBRUARY, 1940 





——— 


HOUGH the severest weather of the 

season struck Chicago and the middle 
West the day before the opening of the 
Sixth Annual R.S.E.S. Convention held in 
conjunction with the Second Annual All- 
Industry Exhibition January 15-18, it failed 
to prevent a large registration at the show. 
According to reports received from many 
R.S.E.S. members who attempted to drive 
their own cars were caught in the bad 
weather and forced to turn back. Had the 
weather been more agreeable the attend- 
ance undoubtedly would have been larger 
but despite conditions over 500 members 
registered with the R.S.E.S. registration 
booth and more than 7,500 visitors from all 
branches of the industry registered to see 
the, exhibits. 

The exhibits were set up Sunday, January 
14, ready for the opening at 10:00 A.M. Mon- 
day. Over 120 firms occupied more than 
160 exhibit spaces forming the largest and 
most interesting display of refrigeration 
products ever shown under one roof. Many 
new and improved products were intro- 
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duced for the first time at this show and the 
information gathered by the average visitor 
was of inestimable value to him. 

Quite a large attendance was registered 
from both Western and Eastern Canada 
and several visitors from South American 
countries were present. 


The R.S.E.S. business and educational 





It's Chicago in ‘41 
for R.E.M.A. Exhibit 


In a meeting during the convention 
at the Stevens Hotel, the Board of 
Directors of the Refrigeration Equip- 
ment Mfrs. Assn. decided that the 
All-Industry Exhibition would be held 
at the same place and approximately 
the same time next year. Accord- 
ingly, reservations were made with 
the Stevens Hotel for some time in 
January, 1941. 
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meetings as usual were held in the morn- 
ings, leaving the afternoons free for the 
inspection of the exhibits. Educational pa- 
pers were preprinted in sufficient quantities 
that each member attending the meeting 
received one prior to its presentation and 
all other members will receive them at a 
later date through the mail. 

All educational subjects this year were 
presented through the aid of movies, practi- 
cal demonstrations or projected slides which 
added both to the interest of the subject 
and the ease with which it could be digested. 


Monday—January 15 
The convention was called to order at 
10:25 a.m. January 15th in the North Ball- 
room of the Stevens Hotel, by National 
Vice-president, E. A. Plesskott and because 
of the late start of the meeting and the fact 
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S. A. LEITNER, Kansas City H. T. McDERMOTT, Chicago S: 3: GARLAND, Worcester, 


Massachusetts 
National Treasurer National Secretary Sergeant-at-Arms 


that a definite schedule of events was 
planned, Mr. Plesskott wasted no time in 
introducing the first speaker of the morn- 
ing. An invitation had been issued to Hon- 
orable Edward J. Kelly, Mayor of the city 
of Chicago to present the wélcoming address 
to the convention. Mr. Kelly, however, was 
unable to attend and sent as his representa- 
tive Mr. Loran D. Gayton, engineer of Chi- 
cago. 
Mr. Gayton expressed Mayor Kelly’s re- 
grets in being unable to attend and pro- 
ceeded with some interesting views on the 
relation of air conditioning and refrigeration 
within the city to its effect on the city’s water 
supply and drainage facilities, and extended 
the hospitality of the City of Chicago to the —_ 
visitors. CLAUDE A. BRUNTON 
After thanking Mr. Gayton, Mr. Plesskott a my ee 
introduced Mr. J. S. Forbes, President of 
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Member, Board of Directors Manitoba iden Board of Directors 
Member, Board of Directors 
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the Refrigeration Equipment Manufactur- 
ers’ Association, who spoke as follows: 


ADDRESS OF J. S. FORBES 

“My friends of the Refrigeration Service En- 
gineers’ Society, on behalf of the Refrigeration 
Equipment Manufacturers’ Association, I extend to 
you a most cordial welcome on this occasion when 
all of us are meeting on common grounds. Here 
we have the technical, the service and the sales 
segments, of the mechanical refrigeration industry, 
meeting with the parts bers and supplies manu- 
facturers for the first time. 

“This is, indeed, a happy moment for me, be- 
cause only a few of you know how long I have 
cherished the thought that we ‘could’ get together. 
I feel somewhat like a son who has helped to bring 
a large family together. Gentlemen, we are hold- 
ing a-reunion. I feel that the time has arrived 
when we’ll have to work together to help ourselves. 
We'll have to speed up our progress by entire in- 
dustry cooperation. 

“You were at one time the step-child of the fam- 

None of the industry’s aristocracy would ad- 





H 
g ODFN 


; a EVALUATOR 


fc f 





J. S. FORBES 
President, R.E.M.A. 


mit. that you were even a poor relation. Some of 
us parts manufacturers were weaned on the same 
experience. So, we have something in common in 
that both of us are now accepted as worthy of our 
name and we have fallen heir to a tradition. I 
mean that the industry has really made remarkable 
progress and it is our heritage to ‘carry on’ in a 
trade that was born in the depression of the last 
ten years. We who have been pioneers must use 
1 On ERT (PRAY our own judgment. We have no precedents. We 
seer tan hams must be self reliant. 

“In the pre-depression days, only the wealthy 
could afford mechanical refrigeration. It was defin- 
itely a luxury beyond the reach of the average fam- 

: ily and the small merchant, the small restaurant 

ah; : Ws! a and tavern keepers, and others, were then getting 

; : mad a ” by with what is now considered antiquated refrig- 
pe ae nest rae ae a: eration. The cost of mechanical refrigeration has 

- Yo reduced with much greater speed then even the au- 

a yy tomobile. We have witnessed a most remarkable 
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change. Now those who have enjoyed the econo- 
mies and luxuries of mechanical refrigerators for 
the preservation of food and comfort cooling, would 
ponder long over whether they would prefer to de- 
prive themselves of the telephone, the automobile or 
refrigeration. Our industry has deeply entrenched 
itself in this list of necessities. Our job is to 
make better equipment; yours to sell and install it 
better. You are no longer permitted to guess what 
is wrong—you must diagnose the trouble—guessing 
should be left to the owner—you must keep abreast 
of the technique and know why the wheels go 
around. ‘Guessing’ will earn about 50c an hour 
for you and ‘knowing’ is the way out to justify 
a better income. Air conditioning and commercial 
refrigeration is our big problem today. Everybody 
talks about them as the salvation of our prosperity 
hut neither have gained the momentum they deserve. 

“Learn to ‘sell’ yourselves by impressing your 
trade with your knowledge. Learn to be salesmen 
of new parts and supplies. Our greatest problem 
today is to keep selling in the future. We cannot 
long expect the ‘big boys’ to do the job for us—we 
cannot be parasites and live off their advertising 
and sales efforts. A parasite is a louse that lives 
off someone or something else. We must do our 
sales job, which is to prove that since we have been 
accepted into the family that we are not going to 
‘live off the family.’ Here, gentlemen, you may 
be interested in a recent definition of a salesman 
as prepared by a sales executive: 


Definition of a Salesman 


“**He must be a man of vision and ambition, an 
after-dinner speaker, before-and-after dinner guz- 
zler, night owl, able to work all day and drive all 
night and appear fresh next day; learn to sleep on 
the floor and eat two meals a day to economize on 
travelling expenses so he can entertain his friends 
in the next town. 

“*Must be able to entertain customers, wives, 
sweethearts, and pet stenographers without becom- 
ing too amorous; inhale dust, drive through snow 
10 feet deep at 10 below, and work all summer 
without perspiring or acquiring B. O. 

“**Must be a man’s man, a ladies’ man, a model 
husband, a fatherly father, a good provider, a Pluto- 
crat, Democrat, Republican, or New Dealer, an old 
dealer and a fast dealer, a technician, politician, 
mathematician and mechanic. 

“*Must be a sales promotion expert, create a 
demand for obsolete merchandise, be a good credit 
manager, correspondent, attend all dealer meetings, 
tournaments, funerals, visit customers in hospitals 
and jails, contact all accounts every six weeks, in 
spare time look for new business, do missionary 
work, and attend factory sales conferences. 

“*Must have unlimited endurance, and frequent 
over-indulgence in wine, women, wind and gab; a 
wide range of telephone numbers in all principal 
cities. Must kave a car, attractive home, belong to 
clubs, pay all expenses at home and on road at 
5 percent commission, plus 2 percent excise tax, 
1 percent old age pension, and 2 percent lost sales 
tax. 


SERVICE ENGINEER 


MUELLER BRASS Co. 


; a Peet Hr teiwes 


Fee NEP RSENS seston seer 
—— 





“*Must be an expert driver, talker, liar, dancer, 
traveler, bridge-player, poker-hound, golf player, 
diplomat, financier, capitalist, philanthropist, and 
authority on palmistry, chemistry, psychology, phys- 
iology, dogs, cats, horses, blonds, brunettes, red 
heads.’ 

Sell Your Services 


“Remember that your customer seldom buys some- 
thing from you on his own initiative. He buys only 
what he thinks he has to buy. Your job is to con- 
vince him that he needs your merchandise and serv- 
ice. He’ll seldom dare to cross up the serviceman’s 
advice on brand preference, as he’ll fear that any 
subsequent trouble will be claimed as of his own 
making. 

“With the wealth of experience that we have in 
back of us we'll be a pretty poor lot if we lost 
confidence in our ability to hold up our end in the 
future. Our sales job has only started. Let’s you 
and I go out and keep selling our services and 
parts. Let’s understand that we cannot cut prices 
10 or 15 percent and still pay the rent. Few realize 
the real effect of price cutting. I am prepared to 
show you that a 10 percent price cut on a gross 
operating margin of 35 percent forces you to do 
61 percent more business to make it up, and that 
it represents 28% percent of your possible profit. 
Hard to believe, you say? Well, perhaps you will 
let me prove this to you soon, through your indus- 
try’s trade paper. A very successful friend of 
mine has repeated to me on many occasions, that 
his hardest job was to convince his competitors of 
the necessity of doing business at a profit. Volume 
without profit helps none. The histories on most 
successful industries will reveal that they dragged 
along until popular acceptance came and popular 
acceptance will not come to us until we present a 
united strong front and develop markets where none 
exist today.” 


The applause given Mr. Forbes indicated 
how well the assembly enjoyed his talk and 
the thanks extended to him by Mr. Pless- 
kott expressed the feeling of the entire 
meeting. 


Introduction of the national officers was 
the next item on the program, after which 
the meeting was turned over to the Na- 
tional President, Claude Brunton who read 
his welcoming address, excerpts of which 
follow: 


PRESIDENT BRUNTON’S ADDRESS 


Feeling that I made no mistake in my recent in- 
vitation. urging your attendance to the 6th Annual 
“i ene your I am sure after you have 
visited he Second All-Industry Exhibit and have 
heard the educational program arranged for you, 
you will feel repaid ten-fold for your time. In a 
dition to this exhibit of new products and the edu- 
cational features of your daily meetings, your en- 
tertainment has been amply ‘provided for by the 
All- seeaaey Banquet and entertainment to be held 
on Tuesday evening and by our society’s Farewell 
Party on ednesday evening. 
The chairmen and their committees of the various 
ww responsible for this huge gathering, namely, 
. Plesskott, General Chairman of the R.S.E.S. 
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Convention; Mr. M. W. Knight, General Chairman 
of the All-Industry Exhibition; J. S. Forbes, Pres- 
ident of the Manufacturers Association and H. V. 
Higley, Vice-president of the Manufacturers Asso- 
ciation, are to be congratulated for the cooperation 
they have shown and the untiring efforts they have 
expended in successfully producing this the greatest 
of all refrigeration shows. It would have been hard 
to visualize all this six years ago when the Refrig- 
eration Service Engineers Society was organized 
and successfully held its first convention right here 
in Chicago. here followed each succeeding year 
after that first one, five bigger and better conven- 
tions, each one more successful than the last. And 
because of the success attained, we attracted the 
attention of the entire industry. 

Last year the R.S.E.S. and the All-Industry Ex- 
hibition were held on separate dates and in different 
localities. However, it was about that time the idea 
was conceived of holding one big show with all 
allied groups participating. The idea became pop- 
ular and after a joint meeting of groups represent- 
ing the different interests it culminated in the ap- 
pointment of committees who set the wheels in mo- 
tion to arrange what you will see here this week. 
I can’t refrain from stressing the fact that your 
society was the trail blazer in those early days and 
has been the leader down through the years to what 
we have here today. 

The history and progressive growth of your so- 
ciety is so well known and its status in the refrig- 
eration field so well established that further com- 
ment is not necessary. It has been the means of 
producing better service engineers, greater coopera- 
tion between service engineers and has brought about 
a greater understanding between the manufacturers 
group, the jobbers group and the service group. 

Having been honored a little more than a year 
ago by being elected your National President, I have 
endeavored throughout the year to serve you to the 
best of my ability. Always uppermost in my mind 
was the advancement of the individual and the suc- 
cess of the society as a whole. I have visited a 
great many chapters during my term of office and 
made as many trips in the interest of the society 
as time would permit me to do. 


REPORT OF H. T. McDERMOTT, SECRETARY 
For the Fiscal Year Ending June 30, 1939 


We meet again in Chicago for our Sixth Annual 
Convention. It has been an active year for our 
Society, and its advancement in both years and ex- 
perience has naturally presented new problems and 
increased activities. e recall that this convention 
was originally planned to be held in St. Louis in 
November, and I believe a word of explanation 
supplementing the general bulletin advising our 
membership of this change is in order at this time. 

Your Board of Directors was confronted with a 
situation which required its careful analysis, and, 
most important, its mature judgment. Many im- 
portant factors which must be recognized in the 
successful holding of an annual convention, had to 
be considered, as well as the future welfare and 
success of your Society. It must be planned, not 
only for the present year, but any decision must 
contribute to the foundation which has already been 
so substantially established for the future success 
of your organization. 

I can assure you that each member of the Board 
of Directors recognized his grave responsibility to 
you members, and in making their decision in favor 

Chicago as the convention city for this year, 
and to be held in conjunction with the Second All- 
Industry Refrigeration and Air Conditioning Ex- 
hibition sponsored by the Refrigeration Equipment 
Manufacturers Association, I definitely know that 
they acted in accordance with what they considered 
the best interests of your association. It is worthy 
of mention in this report that on this subject, your 
Board of Directors acted in unanimous accord. 

In addition to the many diversified interests to 
consider in such arrangements, briefly, it assured 
your Society of a financial return, which will en- 
able us to carry on, and most important, increase 
the scope of its educational activities during the 
regime of the officers to be elected at this conven- 
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tion. On behalf of the Board of Directors, and I 
am sure that I express the sentiment of the ma- 
jority of our members, an acknowledgment must 
made to our St. Louis Chapter, who, after con- 
sideration of the entire subject, graciously relin- 
_— the convention, which was awarded to them 
or this year, their decision, too, being concluded 
on the basis of the benefits the National Society 
would derive from the arrangement this year. 

Our Society, in meeting at the same time as the 
Second All-Industry Exhibition, has the opportun- 
ity of participating in what — be rightfully 
termed, the largest exhibition equipment and 
supplies in which we are pertinently interested. As 
you can readily determine from your programs, 
time has been provided for the careful inspection 
of this exhibit, and while our convention will oc- 
cupy part of each of the three days, the exhibit 
proper will remain open until Thursday, providing 
an additional day for the members to carefully in- 
spect the equipment on display. Consider that if 
we spent -_, five minutes at each of the one hun- 
dred fifty exhibits, some twelve hours of time would 
be_ required. 

Your Secretary’s report should principally con- 
cern itself with the state of your Society. Each 
year’s growth of our Association adds to the en- 
thusiasm and creative work of its officers and mem- 
bers in planning more effective or to advan- 
tageously serve the majority of our members in 
bettering their position in the industry and, in turn, 
emphasizing to the industry the important position 
that these members represent in the refrigeration 
picture in its entirety. 


We Have Ambitious Plans 


Many of our plans have been most ambitious 
and still await successful completion. I think it is 
an encouraging sign that at times we do get rest- 
less and feel that much more should, or could be, 
accomplished. Possibly I should more correctly de- 
fine this as a sincere desire on the part of your 
National Officers to extend the scope of activities, 
and secure the interest and cooperation of a greater 
number of our members in carrying our program 
through successfully. To me, it has been an en- 
couragement to find new activities inaugurated, and 
the fulfillment in a greater measure of the program 
which has demonstrated its value during the his- 
tory of our Association thus far. 

Committee activities will naturally increase an- 
nually, and I know that it is the fondest expecta- 
tion of your Officers and Board of Directors that 
such activities will result eventually in the estab- 
lishment of certain standards in which our mem- 
bers are most concerned, and will be accepted among 
all factors in the refrigeration industry as a con- 
tribution to the progress of the entire field. 

We must always be mindful of the fact that the 
prime purpose of your Society is the further edu- 
cational advancement of its members by various 
methods of disseminating this information. To con- 
sider, too, that we are interested in ethical stand- 
ards of practice and vitally concerned in stabilizing 
the business. We should be motivated by a desire 
to participate in all constructive moves that will 
contribute to bettering the’ condition of our mem- 
bers, and to secure for them an acknowledgment of 
the importance of their position in the various trade 
relationships. 

The educational features which we will be priv- 
ileged to participate in at this convention will speak 
for themselves. The program” planned, including 
the various events and the splendid manufacturers 
display, will all contribute to the success of this 
Sixth Annual Convention. To those guests who 
may be attending a Refrigeration Service Engineers 
Society convention for the first time, we extend 
our heartiest welcome and the hope that the in- 
spiration to be segured from this educational gath- 
ering may suggest their affiliation with our Society 
through one of our local chapters, or as a member- 
at-large. 
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COMMITTEE ACTIVITIES 
EDUCATIONAL 


The work of the Educational Committee, under 
the direction of Mr. rge H. Clark of Detroit, 
who is now serving his sixth year in this position, 
has expanded its activities this year in accordance 
with the program permitted by the annual revenue 
secured from the membership fees and dues. This 
committee has had the helpful assistance of — 
of our members during the past year, and thoug 
they may not be named individually, I am sure that 
they recognize our grateful acknowledgment for 
the contributions they have made. 

Our educational lecture course has proceeded in 
the usual manner, and today, the total number of 
lectures compiled since the first introduction of this 
course, comprises quite a considerable volume on 
refrigeration. It is this lecture course that has 
served as the basis of educational study in many 
of our chapters, and I am sure that it is the intent 
of your Educational Committee to further this activ- 
ity. Some of our chapters have found that it is 
advantageous to set aside a certain part of their 
chapter meetings, preferably one-half hour earlier 
than the regular chapter meeting time, and to pro- 
vide this time for those members who desire to 
study the educational course in class attendance 
with fellow members, under the supervision of the 
local educational chairman. This method of instruc- 
tion has proved beneficial in many instances, be- 
cause each member has the benefit of the knowledge 
of other members of the local chapter, and in this 
manner we accomplish one important objective of 
our Association’s tenets—the interchange of ideas. 

Some idea of the value of this educational course 
is indicated in the comments which have been re- 
ceived from sources outside of our membership. 
Several of these organizations have inquired as to 
the possibilities of securing a sufficient number of 
these lecture courses to serve as a basis of study 
for their own individual groups. However, your 
Secretary’s office has informed them that such ma- 
terial is available for only the members of the 
Society and can be secured only by affiliating with 
the organization as a member. 


YEAR BOOK 


In mid-year, we issued our Second Annual Year 

ook. Information contained in this directory has 
been helpful to our members, and the important 
data contained therein serves as a useful and prac- 
tical guide for future reference. We have received 
numerous calls for Volume I of the Year Book, 
but unfortunately, as only sufficient copies were 
proviees for the membership during the year in 
which the book was published, it has been impos- 
sible for this office to supply these to our newer 
members, who have been willing to compensate the 
Society for the additional expense. Here, too, we 
have received acknowledgments outside of our So- 
ciety as to the value a this book, and an estab- 
lished sale price of $1.50 has beech placed_on this 
book to non-members of our organization. Included 
among the various agencies which have purchased 
this directory are several large equipment manufac- 
turers, public libraries, and one governmental depart- 
ment. Thi his book has also been distributed to refrig- 
eration equipment manufacturers, who are using the 
list of our members included therein to send them 
bulletins and information as published. I am sure 
that our members have appreciated the service that 
this directory has provided for them in this way. 


TRAVELING UNITS 


Last year, those of us who attended our Buffalo 
convention were given a brief outline of a plan 
which the Educational Committee planned to under- 


take—the actual circulation of cut-away machine 
units to our chapters, accompanied by comprehensive 
operating and servicing information. This program 
has been inaugurated this year, and while only one 
machine has been circulated thus far, two others 
will be available very shortly for the same purpose. 
Your committee was quite desirous of securing the 
reaction of its chapters to this type of educational 
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instruction and considered this endeavor more or 
less in the nature of an experiment, with the ex- 
pectation of. receiving some reactions to guide it in 
its future activities. The G. E. unit has been cir- 
culated to fifteen chapters, with instructions for 
the educational chairman as to the proper procedure 
in providing for the meeting and presenting the 
educational program accompanying the cut-away 
model. 

In addition, sufficient pamphlets covering the in- 
formation on the unit have Seon furnished to each 
chapter for distribution to the members. From the 
responses received, the chapters who have had this 
unit are encouraging further cooperation of the 
National Society along the same lines. The unit 
will be continued until it has reached each chapter. 
These machines are routed from chapter to chapter 
by the most economical method. 


BULLETINS 


Among the resolutions adopted at our last con- 
vention, was the recommendation that wherever pos- 
sible, the National Society pass on to its chapters 
suggestions as to successful programs which ve 
been held in various sections of the country. Thi 
was in accordance with the thought that the Na- 
tional Association should concern itself with a 
closer affiliation to each of the chapters now estab- 
lished, and in so doing, to build up increased in- 
terest in the chapter activities and reduce to the 
lowest possible minimum a turnover in member- 
ship. Accordingly, your Secretary’s office, during 
the course of the past year, has sent out several 
such bulletins to the president of each chapter, with 
the suggestion that they be turned over to the edu- 
cational chairman in order that he might plan some 
of his subsequent meetings to include the sugges- 
tions contained in these bulletins. I am sure, from 
the reports received, that many of the chapters have 
found these of inestimable help in planning for their 
future meetings. 

Other bulletins of a similar nature will undoubt- 
edly be prepared for publication eriodically, and 
it is helpful to the Secretary’s office to have the 
cooperation of our various chapters in advising this 
office of such successful meetings. If each chapter 
will conform with the constitution and by-laws in 
seeing that the Secretary’s office is furnished with 
a copy of the minutes of its meetings, additional 
information can be immediately secured and issued 
in bulletin form by the National Office for distribu- 
tion. 


QUESTION BOOK 
The second volume of the Question Book has 
been issued by the National Society. It is pro- 


yosed that this Question Book be an annual pub- 
ication, as it provides one of the most complete 
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1—The DuPont exhibit showing the glass blower at 


work. 
2—Automatic Products Co., showing their shooting 

gallery. 
3—Copeland, busy as usual. 
4—Mills Novelty Co. exhibit. 


sources of information on questions and answers 
pertaining to problems actually encountered in the 
field. The first two volumes of this book have been 
indexed to furnish a ready reference on any ques- 
tion that may arise. 


COMMITTEES 


Several committees have been appointed during 
the past year to undertake the work of carrying 
out suggestions made in earlier conventions; com- 
mittees on the unit labor survey and dehydration 
of refrigeration equipment and systems have made 
some progress during the past year. Much of the 
information that these committees can profitably use 
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has required considerably more time than was an- 
ticipated, and while no definite report as to the 
actual accomplishments ma be presented at this 
meeting, nevertheless, it will be suggested that these 
two committee activities be continued, and that, if 

ssible, throughout the year, periodical reports 
9 provided to the membership by direct bulletin 
from your Secretary’s office, or through our depart- 
ment in our official organ, The REFRIGERATION 
Service ENGINEER. 


PUBLICITY 


This year, your Publicity Committee has met on 
several occasions, and has suggested a program 
which the National Society might adopt in assisting 
those of our members who are interested in the use 
of such material; this report will be presented by 
the committee. 

As voted upon at our last year’s convention, the 
official seal of the Society will be changed to in- 
clude the words “Air Conditioning,” rool “Effi- 
cient Refrigeration and Air Conditioning Service.” 
This has been provided for, and photostatic copies 
of the change in the seal will be on display, as well 
as attached to this report. 


CHAPTERS 


The National Society recognizes that the prin- 
cipal strength of a national organization must lie 
in the success and permanence of its local chapters. 
Much of the program this year, as outlined in this 
report, has been directed to establishing a closer 
affiliation between the parent body and its local 
chapters. It is true that several of our chapters 
have experienced difficulty in maintaining interest 
in their local organizations, sometimes due to lack 
of proper guidance and other conditions outside the 
Society itself. 

To guide our local chapters, we have provided a 
uniform constitution and by-laws, which can be 
changed where local conditions may require. In 
no sense has the National Society requested that 
these by-laws be adopted in their entirety, but has 
only suggested that they can be used as a guide to 
include the necessary provisions which should be 
included in them, but must in no manner conflict 
with the provisions as contained in the national 
constitution and by-laws. Much benefit can_accrue 
if our local chapters in turn Suggest to the National 
Officers constructive ways in which the National 
Society should serve them. I can unhesitatingl 
say that the officers and directors welcome suc 
suggestions, and I assure you they receive serious 
consideration, and will be adopted as quickly as pos- 
sible if they are practical for the entire organiza- 
tion. 

Like the National Association, our chapters have 
profited by the experience of these years and are 
strengthening their individual positions, especially 
those that have been established over a period of 
several years. It is interesting to report that fol- 
lowing the suggestions of your Society, and unques- 
tionably dictated by certain conditions that have 
existed, many chapters are concerning themselves 
with the more careful selection and classification of 
their membership. 

Again, in following out the suggestions of the 
Resolutions Committee last year, and pursuant to 
the program adopted by a committee appointed for 
that purpose, your Board of Directors were ap- 
pointed as regional advisors to contact the chapters 
in their districts, and in that manner render per- 
sonal service and establish closer relationship be- 
tween the National and the local chapters. A bul- 
letin from this office was sent to each secretary and 
president of the chapters requesting that they call 
upon this Regional Director for any assistance he 
might be in a position to extend, and also to place 
the name of the Regional Director on their mailing 
list, so he might visit the chapter when convenient. 
I am happy to report that this arrangement has been 
in effect and that the majority of the officers and 
Board of Directors have followed out this program, 
and have made it a point to visit the various chap- 
ters in their jurisdiction during this past year. 
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MEMBERSHIP 


Last year, an additional classification was incor- 
porated in the constitution and by-laws, in provid- 
ing for the acceptance of junior members. These 
junior members, of course, are accepted only on 
the recommendation of the local chapter. As in any 
organization, there has been a turnover in our mem- 
bership which may be attributed to several causes, 
such as a change of vocatian, or neglect in the pay- 
ment of current dues. Q@ne encouraging sign is 
the return of many of our old members, who have, 
after their membership has lapsed for a period of 
time, been reinstated, and have received the educa- 
tional material and other releases mailed out during 
the period of their suspension. 

I am again pleased to report that our member- 
ship increase covering the fiscal year of your Asso- 
ciation, that is, from July, 1938, to June 1939, as 
compared with the previous fiscal period, is 164. In 
my report last year, I advised that our member- 
ship listed the names of 1,726 members. On our 
— report this year, there are listed 1,890 mem- 
ers. 

Also, our number of chapters has increased. New 
chapters each year are providing a wider recogni- 
tion for the Society, and making it possible to in- 
crease the service to our individual members. At 
the time of our Buffalo convention in November, 
1938, we had a total of 51 chapters. At the con- 
clusion of our fiscal year of June, 1939, our chap- 
ters totaled 60. Our net increase in the number of 
chapters has been 9, taking into consideration that 
several chapters have been dropped because of in- 
activity, some of which are now in the process of 
re-formation. 

During the past year, the Secretary’s office has 
endeavored to outline to the chapters a simple and 
somewhat effective method for conducting the busi- 
ness administration of the chapters’ affairs. These 
records particularly affect the management of the 
local secretaries’ and treasurers’ offices. We feel 
that it will enable the local secretary to provide a 
permanent and simplified method of recording the 
chapter’s business. 


NEW CHAPTERS FORMED 


New. chapters welcomed into our National Or- 
ganization since our last convention are as follows: 








Date 
CHARTER 
GRANTED 


DaTE OF 
ForMATION 


CHAPTER 





CANADIAN CAPITAL 
Ottawa, Ont., Can. 11/28/39 
FURNITURE CITY 
Grand Rapids, Mi 12/21/39 
HUDSON MOHAWK wen foo 
Schenectady, N. Y. . 12/29/39 
LINCOLN HAPTER 
Lincoln, Nebra 
MICEEABA “CHAP 


outh B 

MONUMENTAL CHAPTER 
Baltimore, Md. 

PHIL ADEL PHIA coeeeteng 
Philadelphia, Pa 

SIOUX CITY CHAPTER 
Sioux City. Iowa 

TALL CORN CHAPTER 
Cedar Rapids, Tow 

TENNESSEE Vv AL. L. EY (in formation) 

WINNIPEG C nef 9 
Winnipeg, Man., Can..... 1/20/39 

WOLVERINE CHAPTER 
Lansing, Mich. .......... 12/13/39 


12/20/39 
1/2/40 
1/4/40 

4/10/39 
3/10/39 
4/18/39 
12/11/39 
5/20/39 
4/13/39 


3/13/39 
/29/39 


2/1/39 
12/29/39 





FINANCES 


Naturally, an important part of the administra- 
tive body of your organization is the one of finances. 
Like any good business, it is important that this 
part of your Association’s activity be kept balanced 
on the right side of the ledger. Your Society is a 
non-profit educational association, and it is the in- 
tent and purpose that its revenue be used for the 


(Continued on page 26) 
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Proper Oil Charge for 
Methyl and Freon-12 Systems 


By P. B. REED* 


——<———— 


F it were practical to design a refrigera- 
tion compressor in such a way that no oil 

ever left the compressor, the determination 
of the amount of oil in a refrigerating sys- 
tem would be simple, as the correct charge 
of oil could be put in by the compressor 
manufacturer and that amount would be 
sufficient, no matter what type of application 
the compressor would be used on. Unfor- 
tunately, this is not practical as the oil serves 
a useful purpose in sealing discharge and 
suction valves as well as lubricating fric- 
tional parts of the compressor. High side 
oil separators have been used with varying 
degrees of success but they are not ordinarily 
resorted to on account of the extra cost and 
on account of operating difficulties sometimes 
experienced due to the return to the crank- 
case of liquid refrigerant in solution with the 
separated oil. 

With the compressor in operation, the oil 
splashes up on the cylinder walls and al- 
though much of it is wiped off by the de- 
scending piston, part of it remains, some of 
which is mechanically forced over into the 
condenser and some of which is dissolved into 
the refrigerant and passes out of the cylinder 
with the refrigerant. As the pistons and 
cylinder walls wear, especially if the pistons 
are not equipped with rings, more and more 
oil will pass over into the condenser and 
circulate through the system. 

Freon and methyl chloride are readily ab- 
sorbed by the mineral oils, the amount ab- 
sorbed by contact with the gas depending 
chiefly on the temperature of the oil and the 
gas pressure. If the oil is cold it will absorb 
more refrigerant than if it is warm. It will 
also absorb more refrigerant if the gas pres- 
sure is high than if it is low. The amount 
of refrigerant absorbed into the crankcase 
oil varies according to the oil temperature 
and crankcase pressure. Take for example 
a Freon-12 compressor which, during the off 
cycle has cooled down to 80 degrees F. with 
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the suction pressure 80 lbs. per sq. in. Under 
this condition the crankcase oil will absorb 
21 percent of its own weight of Freon-12. 
(At 60 degrees it will be 38 percent.)’ To 
keep down this crank-case dilution one 
manufacturer has a small electric heating 
element in the crankcase to keep the oil 
warm during the off cycle. When the com- 
pressor starts there is an initial quick reduc- 
tion of suction pressure, the amount depend- 
ing on the type of evaporator and refrigerant 
control, but with a direct expansion evap- 
orator and thermostatic expansion valve it 
will ordinarily be about 10 lbs. per sq. in. 
If the compressor is the “open crankcase” 
type the pressure on the oil will drop from 
80 to 20 lbs. per sq. in. under which condi- 
tion the oil will release about 14 of the refrig- 
erant absorbed as the solubility will drop to 
16 percent at 20 lbs. per sq. in. and 80 de- 
grees. This release of refrigerant will be ac- 
companied by foaming and turbulence result- 
ing in oil slugging. To prevent this some 
manufacturers separate the crankcase off 
from the suction line and thus hold the 
crankcase pressure up during the starting 
period but allow it to “bleed off” gradually 
to avoid this quick reduction in pressure. As 
the compressor continues to operate, the oil 
warms up to perhaps 140 degrees and the 
suction pressure drops to 10 Ibs. per sq. in. 
under which conditions the solubility has 
dropped to four percent. 

The same action as above described applies 
to methyl chloride, although under the same 
oil temperature and suction temperature con- 
ditions the amount of refrigerant absorbed 
into the oil is much less than for Freon-12, 
about one-half in fact. 

With a properly designed compressor and 
with the refrigerant coming back to the com- 
pressor in vapor form this solubility of re- 
frigerant into the oil will cause no trouble 
but there is a much different story if the re- 
frigerant is allowed to come back to the 
compressor as a liquid. It will most cer- 
tainly get into the crankcase along with the 
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oil being returned from the evaporator and, 
being in liquid form it can and does mix 
readily with the oil in all proportions. It 
can easily occur that there would be more 
liquid refrigerant in the mixture of oil 
and refrigerant in the crankcase than there 
is oil. This condition can also occur if the 
compressor is located where the temperature 
is lower than that of the evaporator, in which 
case the refrigerant in the evaporator will 
condense over through the suction line into 
the compressor, even to the extent of filling 
it with liquid refrigerant. 

The return of liquid refrigerant to the 
crankcase is frequently caused by misadjust- 
ment of the expansion valve, a defective or 
incorrectly designed expansion valve or im- 
proper location of the feeler bulb of the 
thermostatic expansion valve. If the evap- 
orator is fully active there is no advantage 
in over-feeding the expansion valve to obtain 
increased suction pressure but the proper 
correction is to balance the capacities of the 
machine and evaporator at the desired evap- 
orator temperature and suction pressure by 
increasing the area of the evaporator, or the 
rate of air circulation or decreasing the ca- 
pacity of the condensing unit by slowing 
down the compressor, by passing or other 
suitable means. Regardless of the cause, 


return of liquid refrigerant to the compres- 


sor should not be permitted, as it is necessary 
to the successful operation of the compressor 
that the refrigerant reach it in vapor form. 
Usually, but not necessarily, a cold and 
sweating suction line indicates that liquid 
refrigerant is present in the suction line. 
The best test, however, is the temperature of 
the cylinder casting. It should be warm to 
the hand after the compressor has been run- 
ning a few minutes. If it is cool to the hand, 
liquid refrigerant is getting into the cylin- 
ders. 


Undesirable Effects 


The return of liquid refrigerant to the 
compressor has several undesirable effects. 
It causes oil and liquid slugging accom- 
panied by noisy operation and even breakage 
of suction and discharge valves, pistons, rods 
and crank shaft. It washes the oil from 
cylinder walls, pistons, rings and valves 
causing rapid wear of these parts. It also 
lowers the viscosity of the oil—its ability to 
spread out over and cling to the metal sur- 
faces—and consequently bearings, pins and 
other moving parts suffer from lack of ade- 
quate lubrication. As little as five percent 
Freon-12 in 825 viscosity oil (seconds Say- 
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bolt at 100 degrees) causes the viscosity to 
drop to 190 and the same mixture with 
methyl chloride causes an even greater loss 
of viscosity, to 185. The loss of viscosity is 
greater, the higher the percentage of refrig- 
erant in the oil. Therefore, since some dilu- 
tion is unavoidable it is necessary to use 
an oil of initial high viscosity in order to still 
have sufficient viscosity left for adequate lu- 
brication. 


Passing Through the Evaporator 


In practice the liquid refrigerant in the re- 
ceiver and liquid line has much as ten per- 
cent to twenty percent for F-12, much less 
for methyl-chloride. When this mixture of 
liquid refrigerant and oil is released into the 
evaporator the refrigerant vaporizes and 
leaves the oil, for the most part, still in liquid 
form. The vaporous refrigant is drawn back 
to the compressor and its passage through 
the tubing of the evaporator “drags” the oil 
along with it, the oil clinging to the inner 
wall of the tubing until it finally reaches the 
compressor and is returned to the crankcase. 
The velocity of the vaporous refrigerant 
through the tubing in the evaporator largely 
determines how fast the oil will be drawn 
along and out of the evaporator, and the gas 
velocity is in turn determined by the size of 
the tubing, the refrigerant pressure and 
temperature, the design of the evaporator 
and the balance between the capacity of the 
evaporator and the condensing unit. The 
velocity should be approximately 1500 to 
2000 feet per minute for satisfactory per- 
formance of the evaporator and adequate oil 
return to prevent accumulation of an ex- 
cessive amount of oil in the evaporator as the 
oil not only affects the boiling temperature 
of the refrigerant (as much as two or three 
degrees above_pure liquid refrigerant) but 
also acts as a partial insulator between the 
boiling refrigerant and the evaporator tube 
—that is, it lowers the thermal conductivity 
of the tube. Since some of the original oil 
charge in the compressor is “enroute” 
throughout the system it is really “lost” to 
the compressor. The amount of oil “en- 
route” will depend to a great extent on the 
amount of refrigerant added to the installa- 
tion. It has been suggested that for 
Freon-12 one pint of oil be added for every 
10 lbs. of refrigerant, but, although this 
might prove sufficient on some installations, 
it would not on others and might result in 
too high or too low an oil level in the com- 
pressor after the amount of oil in solution 
in the refrigerant became stabilized. The 
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percentage of oil concentration in the system 
outside of the compressor depends on sev- 
eral variables and, for practical purposes at 
least, is not mathematically predictable. 

Therefore it is neither possible for the 
manufacturer of the condensing unit to put 
in extra oil in the correct amount for all 
applications of the unit nor is it sufficiently 
exact to add a fixed quantity of oil for a 
fixed quantity of refrigerant. The exception 
to this is of course household refrigerators, 
self-contained bottle coolers, etc., in which 
one installation is just like another and 
consequently would require the same amount 
of total oil charge as well as the same amount 
of total refrigerant charge. 


Determining Proper Charge 


How, then, are we to determine how much 
oil to add to the compressor to replace the 
oil that leaves the compressor and is “en- 
route” through the condenser, receiver, liquid 
line, evaporator, suction line, refrigerant 
controls, heat exchangers, sumps, etc? Obvi- 
ously, the answer is to add oil to the com- 
pressor until its level is brought back to the 
height the manufacturer has found best for 
successful lubrication. After the condensing 
unit is first installed the compressor oil level 
will gradually become lower so that after an 
hour or two hours operation there will be a 
perceptible loss of oil from the crankcase and 
oil should be added to bring the oil level in 
the crankcase back up to normal. After this 
the rate of loss of oil from the crankcase 
will be much slower but will continue until 
the percentage of oil in solution in the re- 
frigerant has become stabilized. This usu- 
ally occurs within twenty-four hours and if 
the oil level in the compressor is then checked 
and oil added as necessary, it is reasonably 
certain that the oil level in the crankcase 
will (exclusive of leakage) vary but little 
from then on. Some service engineers prefer 
to again call back after three or four weeks 
and again check the oil level. 

The above procedure may sound as if it re- 
quires too much time but most service engi- 
neers make it a practice of calling back the 
next day on a new installation anyway and 
it requires but a few minutes to check the oil 
level in the compressor. There appears to be 
no other sure way of determining just how 
much oil is required in a “remote” refrig- 
erating system using methyl chloride or 
Freon-12 or other refrigerants that are 
highly miscible with oil. 

The compressor manufacturer recommends 
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a definite type of oil with certain specifica- 
tions for use in his compressor; you may 
be sure he has very good and sufficient rea- 
sons for doing so and that he has given that 
subject much time and investigation as he 
would be highly interested in using a better 
or a cheaper oil. It is safer and cheaper 
in the long run to follow the advice of the 
manufacturer of the compressor as to the 
oil to be used in his equipment. 


ss S 


Wheel Puller 


By JACK JOSEPHSON 
Bridgeport, Conn. 


H™ is probably the 

most simple type of 
wheel puller you can 
build and though it is 
suitable for only three 
makes of compressors it 
is well worth carrying in 
the tool kit. 

Starr Freeze, Iron 
Mountain and Zerozone 
compressors all have 3- 
inch iron pipe threads on 
the hub of the flywheel; 
therefore, a wheel puller 
of this type is perhaps 
the best for these com- 
pressors. The three parts 
consist of a standard 3%- 
inch iron pipe coupling, 
one solid 34-inch iron 
pipe plug drilled and 
tapped to 14-inch stand- 
ard thread, and one 44- 
inch standard set screw. 
Screw the plug into the 
coupling and the set 
screw into the plug and 
the puller is ready for 
use. 

When using the puller, screw the coupling 
on the hub of the wheel about two threads; 
then adjust the set screw until it is firmly 
against the end of the shaft. With a pipe 
wrench on the coupling and one hand on the 
fly wheel, turn the coupling until the wheel 
comes off. 

Pulling should never be done by turning 
the set screw, because it may damage the 
end of the compressor shaft and strip the 
thread in the pipe plug. Use the set screw 
only as a means of taking up the slack be- 
tween the end of the shaft and the puller. 
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Readers invited to send their blems pertaining to the servicing of household re: 
and qmail commmencial colligneating, cquipanent as well as oil burners to “The Question Box.” 


Jhe Question Box 
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CLEANING SYSTEMS 


Question 356: Would it be practical and 
favorable to do this: If I had a refrigeration 
outfit and it contained carbon and sludge 
and I wished to clean it out as much as pos- 
sible, but was not able to send it to a shop to 
have a dehydrating job done, would this sys- 
tem be advisable? 

I would open up the refrigerant system 
and blow out all of the old gas and oil with 
the pressure that was in the system, then I 
would connect a drum that was heated 
slightly to increase the pressure and connect 
it on one end of the system and blow the 
new refrigerant in the system and out of the 
other end to clean it out. After doing this, 
the pipes would be shut off as quickly as pos- 
sible so that no more air would enter the sys- 
tem. Then the system would be recharged 
and again placed in operation. Would this 
be advisable or not, under the circumstances 
where I was unabie to send it out? 

Is there any known method to remove 
sludge and carbon from a system other than 
a cleaning out and dehydrating job? Is there 
anything like a dehydrator tube that would 
perform this job? 

In introducing Ice-X to a system, would it 
be all right to pump it in with a small pump, 
while the set was in operation, through the 
gauge plug in the discharge valve? 

A Crosley Type FDA and CC seem to run 
most of the time; the evaporator is covered 
with ice except a very small portion right on 
top of it; ice cubes freeze all right; the 
compressor seems to get real hot and un- 
comfortable to the hand when left on a short 
time; the condenser is cool; the suction pipe 
is slightly warm and the motor gets quite 
hot from long-running periods. What would 
be your view as to the trouble? When the 
control is turned on defrost, the compressor 
keeps on running just the same. 

Answer: Your method of cleaning refrig- 
erating systems is probably all right as far 
as it goes; however, I don’t think you will 
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succeed in removing any more than the loose 
particles of dirt from the system by merely 
blowing it out. The mixtures of oil and 
carbon, or the sludge which may be clinging 
to the walls of the tubing would probably 
remain without any effect from the blowing 
out process. 

Carbon tetrachloride is probably the best 
cleaner you can use on such jobs. It is a 
good solvent and it dissolves oil and at the 
same time will take up a certain amount of 
moisture from the system, or if there is no 
moisture present there is no danger of any- 
thing being added because carbon tetra- 
chloride is thoroughly dry in itself. 

If the system to be cleaned employs a con- 
tinuous tube type of evaporator it is only 
necessary to remove the expansion valve, or 
float valve, as the case may be, connect the 
liquid line directly into the evaporator, then 
with both lines disconnected at the compres- 
sor, force carbon tetrachloride through the 
tubing and evaporator and catching it again 
in a container at the outlet from the other 
tube. : 

The best type of equipment to do this with 
is an ordinary gallon container which should 
be strong enough to stand one hundred 
pounds or more pressure and which is pro- 
vided with an outlet at the top and bottom. 
The bottom outlet should be connected to 
the tubing—preferably the liquid line—and 
the drum of carbon dioxide or other gas 
should be connected to the top outlet. 

When the container is filled with carbon 
tetrachloride admit the pressure from the 
drum of gas and force the carbon tetra- 
chloride through the system. This may be 
repeated several times until the carbon tetra- 
chloride is comparatively clean. 

Evaporators of the low side float type or 
of the flooded header type would have to be 
removed and washed with carbon tetrachlor- 
ide separately. All other parts of the sys- 
tem such as the condenser, receiver and com- 
pressor, can be removed and washed sepa- 
rately. After washing, all parts should be 
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thoroughly blown out under pressure to re- 
move the excess carbon tetrachloride. Then, 
after assembly, a vacuum of at least 28 
inches should be held on the entire system 
and heat applied with a blow torch or other 
means at hand to insure the removal of the 
carbon tetrachloride. 

Ice-X may be introduced to a system in 
any manner found convenient providing it 
is inserted in the high side of the system. 

On the Crosley type FDA and CC refrig- 
erator I am inclined to believe your trouble 
is due to a shortage of refrigerant. This is 
a capillary tube type of system and refrig- 
erant charge is quite critical. I would sug- 
gest that you add refrigerant slowly until 
frost appears for a distance of several inches 
outside of the evaporator. Then purge a 
small amount off until the frost settles to a 
point within two or three inches from the 
evaporator. 


WATER COOLING 


Question 357: How many feet of coil and 
what size should it be to cool 600 gallons of 
water a day from 50° to 40° and what ex- 
pansion valve would you recommend? The 
Frigidaire unit is No. 5100 water cooled sul- 
phur dioxide unit. Will this unit handle 


this job, based on 14 hour operation and five 


inches to 10 inches back pressure. Coil is 
to be cylindrical in a glass-lined vat, all 
valves, etc. to be mounted outside. I figure 
50,100 B.t.u. must be removed. 

Answer: According to my records the 
Frigidaire Model 5100 is a 1-hp. water cooled 
unit and has a B.t.u. per hour capacity of 
8800. 

600 gallons of water will weigh approxi- 
mately 5000 pounds. Since you wish to cool 
the water to a temperature difference of 
10°, the B.t.u. to be removed will be 10 X 
5000 equals 50,000 B.t.u. per 24 hours. 


In order to operate the machine on a 14- 
hour basis, this work will have to be done 
within 14 hours and your machine will, there- 
fore, have to carry an hourly load of 8570 
B.t.u. 

I believe I would design my coil to oper- 
ate on a 25° suction gas temperature, which 
will be equivalent to about 4 pounds suc- 
tion pressure with SO,. Therefore, using a 
factor of 10 B.t.u. per degree temperature 
difference between gas in the coil and the 
water surrounding it per square foot of coil 
surface, calculations would be as follows: 
5%” copper tubing has a square foot surface 
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of about .163 square feet per lineal foot; 
therefore, using the above factors the length 
of tubing required would be 

3570 

— X 10 X .163 = 1465 ft. 54” tubing 

15 
The above figures take into account only the 
amount of heat required to cool the 600 gal- 
lons of water and do not take into account 
the amount of heat that may be lost through 
the walls of the container. However, you 
will note that your machine has a capacity 
of 8800 B.t.u. per hour while your load is 
only 3570 B.t.u. per hour. Therefore, you 
have about twice the amount of capacity in 
this machine needed for this particular job. 

It appears to me that you will be able to 
allow sufficient for your loss through the 
container walls and still be able to cut the 
speed of the machine to about half of its 
present speed. 

I don’t know what the construction of your 
container is nor what insulation is being 
used; therefore, I cannot make any estimate 
of your losses in it. 


REPLACING A CAPILLARY TUBE 


Question 358: I changed a Mayflower fe- 
frigerator, using capillary tube, to an Ex. V. 
and liquid receiver. I had some trouble with 
it and was wondering if other changes were 
necessary in the system when making such 
changeover. 

Would excess oil in evaporator cause this 
machine to operate irregularly? It would 
work fine, cutting in and off regularly for 
quite a spell and then the evaporator would 
warm up and of course the machine con- 
tinued to run for probably 25 minutes be- 
fore it would get cold enough to shut off. 
The gas used was SO, and the pressure in 
condenser compares very good with the pres- 
sure chart. I did take out some oil from the 
compressor and it did work better. Was 
wondering if this excess oil (if any) in 
evaporator wouldn’t get back to the compres- 
sor after a few days running and get back to 
normal again. 

Answer: Usually the type of evaporator 
used With capillary tubes is what is known 
as the “flooded header type” or, in other 
words, it is an evaporator with tubes run- 
ning down the sides from the tubular header 
at the top. In appearance, it is similar to 
a low-side float evaporator, but, of course, 
does not contain any float. 

Endeavoring to control the flow of refrig- 
erant to this type of evaporator with an 
expansion valve will very often result in 


February, 1940 





short circuiting of the refrigerant, or in 
oil-binding. 

You have not stated in your letter what 
type of evaporator you have, but it is very 
likely that it is such as I have described in 
the above, and if so, your trouble is likely 
due to one of the two causes mentioned. 

While it has been done in the past, and 
sometimes with success, it is very seldom 


that this type of evaporator will operate 
successfully with either an expansion or a 
thermostatic valve. I would suggest that if 
you intend making a change in the refrig- 
erant control, you convert this system to a 
high-side float, and in doing so, install the 
float on or near the machine so that the tem- 
perature of the condenser will be nearly 
equal to that of the float chamber. 





REPORT OF H. T. McDERMOTT, SECRETARY 
(Continued from page 20) 


educational interests of its members, keeping in 
mind that it is, of course, good business to main- 
tain a fair balance for any emergency or special 
work that the Society may deem advisable to un- 
dertake. 

I am pleased to advise that your Society has 
shown a net ss ee in its revenue for the fiscal 
year of $1,346.18. 

Mr. S. A. Leitner, National Treasurer, was 
the next to present his report on the pres- 
ent status of the Society’s treasury. The 
growth of the Society as reflected by this 
report proved very gratifying and it was 
accepted and turned over to the Auditing 
Committee for their approval. 

Committee reports followed with quite an 
extensive outline given by Mr. Willis Staf- 
ford on the work accomplished to date by 
the Publicity Committee. 

President Brunton then appointed various 
convention committees, first of which was 
the Resolutions Committee consisting of 
R. C. McCarthy of Rockford, Ill., Chairman; 
W. W. Farr, Cleveland; Robert Creamer, 
Columbus, Ohio; E. A. Summer, Baton 
Rouge, La.; H. C. Moore, Louisville, Ky. 

Auditing Committee consisted of Harry 
Drownes, Chicago; Eugene H. White, Calu- 
met City, Ill.; E. J. Storm, St. Joseph, Mo.; 
C. J. Doyle, Omaha. 

Nominating Committee: Frank Strong, 
Toronto, Canada, Chairman; L. L. Vollman, 
St. Louis; Wesley Barnes, Pittsburgh; J. H. 
Driskell, Burley, Idaho; Forrest Poole, 
Portsmouth, Ohio; R. R. Moss, Oshkosh, 
Wisc.; J. K. Lind, Denver and Elmer Bloes- 
ser, of Kansas City. 

Through the courtesy of Rotary Seal 
Company of Chicago, who donated a radio 
for each business session, arrangements were 
made that each member entering the con- 
vention hall was given a door ticket bearing 
a number corresponding to its duplicate 
which was deposited in a box as he entered 
the hall. Therefore, after the appointment 
of committees by President Brunton the 
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drawing for this radio took place. The win- 
ning number was held by Jerome A. Quam, 
of A. M.’Quam and Sons, Stoughton, Wis- 
consin. 


Secretaries’ Luncheon Meeting 


At 1 p.m. on Monday a Secretaries’ lunch- 
eon meeting was held to which all the sec- 
retaries of all the local chapters were in- 
vited to attend. Where the secretary was 
not in attendance either the delegate or 
alternate were invited to participate. The 
purpose of the meeting was to acquaint local 
secretaries with the facilities offered by the 
national society which are designed to sim- 
plify their work and help them in keeping 
proper records as required by their chapter. 


Tuesday—January 16th 

The second session of the convention was 
called to order 9:55 a.m., Tuesday, January 
January 16th with the customary question 
period. The question period this year took a 
new form over that of previous years. This 
year it was called “Information, Please” and 
was patterned somewhat after the popular 
radio program. The “Brain Trust” consisted 
of Richard B. Smith, Scranton, Pa.; Ed- 
ward McGovern, of R & H Chemicals De- 
partment, E. I. DuPont deNemours & Com- 
pany (Inc.), and Paul Reed and Al Schmide 
of Servel, Inc. Chairman of the “Brain 
Trust” was George H. Clark, National 
R.S.E.S. Educational Director. 


Refrigeration for Fire Fighting 


The meeting was turned back to President 
Brunton who introduced as the first speaker 
of the morning, Dr. C. A. Getz. Dr. Getz 
presented a very interesting movie entitled 
“Refrigeration for Fire Fighting” which 
showed laboratory tests made with equip- 
ment manufactured by them for fighting 
fires through the use of CO,. 
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Proper Oil Charge for Commercial Systems 


Next on the program was Mr. Paul Reed, 
Servel, Inc., who presented a prepared pa- 
per on the “Proper Oil Charge for Com- 
mercial Systems.” 


Preservation of Meat Products 


Mr. H. B. Howe, Howe Ice Machine Com- 
pany, Chicago, Illinois, was the next speaker 
on the program, and his subject “Preserva- 
tion of Meat Products.” Mr. Howe delivered 
his prepared paper first and then followed 
with extemporaneous remarks illustrated 
with projected slides. 


Dehydration of Refrigerating Equipment 
and Systems 

Speaking on the subject of “Dehydration 
of Refrigerating Equipment and Systems” 
and demonstrating his method with the use 
of the machine used for dehydration pur- 
poses, Mr. A. M. Fenwick, of Cleveland, 
Ohio, was the next interesting speaker. 

The balance of the morning session was 
devoted to a report of the Nominating Com- 
mittee and the annual election of national 
officers. Following the usual procedure of 
such elections the Nominating Committee 
made its report in which was contained its 
selection for the various offices. Additional 
nominations were received from the floor and 
voting on each office was done through secret 
ballot by the delegates and members-at- 
large present. 


Officers Elected 


President—Gordon A. Burns, Toronto, 
Ont., Canada. 

1st Vice-president—E. A. Plesskott, St. 
Louis, Missouri. 

2nd Vice-president —C. E. Buschkopf, 
Beaver Dam, Wisconsin. 

Treasurer—S. A. Leitner, Kansas City. 

Secretary—H. T. McDermott, Chicago, 
Illinois. 

Sergeant-at-Arms—S. B. Garland, Wor- 
cester,. Mass. 

Chairman, Educational Board—George H. 
Clark, Detroit, Michigan. 

Board, of Directors—Willis Stafford, 
Aurora, Illinois; E. Vernon Black, Pitts- 
burgh; J. L. Dri&kell, Burley, Idaho; M. G. 
Ogden, Atlanta; A. W. Gruber, Ironton, 
Ohio; J. C. Rodgers, Los Angeles, J. B. 
Shepherd, Winnipeg, Man., Canada. 

Again at the end of this day’s business 
one of the radios provided by Rotary Seal 
Company was drawn for and won by Mr. 
Harris Wright of Madison, Wisconsin. The 
meeting adjourned at 2:30 p.m. 
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All-Industry Banquet 
The All-Industry Banquet and entertain- 
ment held in the Grand Ballroom was the 
final feature of the day. A complete de- 
scription of this affair will be found in an- 
other section of this issue. 


Wednesday, January 17th 


The third and final session of the con- 
vention was called to order at 10 a.m. with 
the second session of “Information, Please.” 
The same “Brain Trust” officiated under the 
leadership of Mr. George Clark, and with 
the addition of Mr. A. F. McMahon, Serv- 
ice Manager of The Bastian-Blessing Com- 
pany, Chicago. The session proved to be a 
lively one with various questions asked, and 
it finally had to be concluded due to the 
lack of further time. 


History and Development of the 
Soda Fountain 
The first feature of the educational pro- 
gram for the morning was a paper pre- 
sented by A. F. McMahon of Bastian-Bless- 
ing Company, on the subject of “History 
and Development of the Soda Fountain.” 
Mr. McMahon’s paper was of considerable 
length, illustrated with approximately twen- 
ty-eight slides, but due to lack of time it was 
necessary that he skip through much if it 
with merely a mention. It proved highly 
interesting, however, in its abbreviated form 
and was thoroughly enjoyed. 


How the G. E. Icing Unit Works 


Next on the program was the movie pro- 
duced by the General Electric Company en- 
titled “How the G. E. Icing Unit Works.” 
This movie followed step by step the con- 
struction and operation of the G. E. Mon- 
itor top refrigerating unit following both 
the path of the refrigerant and the circu- 
lation of oil in the system. 


Engineered Air Distribution 


Mr. V. M. Lathers, of Barber-Colman Co., 
Rockford, Illinois, presented his paper en- 
titled “Engineered Air Distribution.” It 
was illustrated with projected slides and 
showed the effect on air distribution within 
an enclosed space when controlled with 
properly designed grills and ducts. 

Mr. Lathers gave some very valuable in- 
formation in his paper for the man who 
is engaged in air conditioning work. He 
showed through these projected slides just 
how the proper distribution of air may be 
obtained and gave considerable data on how 
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1—The Harry Alter Group—(Standing) B. Anthony, R. Gronkaus, A. Alter (Seated) H. Spivak, 2: 
Novotny, M. Giesler. 2—It’s a question of “who got the order.”” Frank Gleason of Copeland or K. B. 
Thorndike of Detroit Lubricator. 3—A vice-president and sales manager, Ken Newcum of Superior Valves 
shows Bill Bagley how to put it together. 4—‘“A clean sweep” says Spike Thorndike. 5—Ed Kellie, 
American Injector; Joe Krall, Detroit Lubricator and M. B. Allen, American Brass, admire the air con- 
ditioned Packard. 6—Joe Oberc and the Mrs., of Detroit, enjoy themselves. 7—AlI Fine and G. C. 
Taylor of Kerotest, get set for the show. 8—Mel Knight with his boss, Richard W. Kritzer in the Peer- 
less booth, 9—Mrs. I. Alter listens attentively while the glories of California are outlined by “Sandy’’ 
Pratt. 10—Those fishermen from Marinette and all around good fellows—H. V. Higley, president, and 
Jim Hood, secretary of Ansul Chemical Co. 11—Charley Muller, secretary of Rotary Seal explains the 
rotating action, while Walter Meyer listens. 
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T THE R.S.E.S. GAY 90’s PARTY 
Photos 1 to 6 show Dag enjoying the festivities. 7—-R. M. McClure, executive secretary, R.E.M.A., 
enjoys the party with . and Mrs. F. Langsenkamp, Jr., ate elected president of the Jobbers Associa- 


tion. 8—Mr. and Mrs. Fred Olds of Chicago have fun. 9—The younger generation “cuts up” too—Ruth 
and Mel Knight “unlax.” 
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the ducts and outlets may be calculated 
for the proper size and shape. The paper 
will be published in a future issue. 


Application of the Booster Valve * 

Mr. George Clark, Square D Company, 
was next on the program with his prepared 
paper entitled “Application of the Booster 
Valve” illustrated through the use of pro- 
jected slides. Mr. Clark’s paper proved of 
considerable interest in its description of the 
various applications to which this valve may 
be put. The paper will be published in a 
later issue. 

Following the completion of Mr. Clark’s 
talk, Mr. Brunton introduced the newly 
elected National President, Mr. Gordon 
Burns, and turned the meeting over to him. 
Mr. Burns made a few remarks of explana- 
tion in taking over his office and then pro- 
ceeded with final business of the session. The 
rest of the newly elected officers were also 
introduced each making appropriate remarks 
in turn. 

The report of the Resolutions Committee 
followed and Mr. H. T. McDermott, read 
the report of the Auditing Committee which 
was duly accepted by the delegates present. 
The drawing for the radio supplied by the 
Rotary Seal Company of Chicago was made 
at this time and M. G. Vanderbloemen of 
Fond du Lac, Wisconsin, was the winner. 


Wednesday Afternoon 


At 2:30 P. M., Wednesday afternoon, a 
joint meeting between the RerricERaTIoN 
Service Enornerrs’ Society and the Ameri- 
can Society of Refrigerating Engineers took 
place in which two papers were presented 
by members of the A.S.R.E. and a tube 
bending contest sponsored by the R.S.E.S. 


R.S.E.S. Gayeties 
The R.S.E.S. Gay Nineties party held in 
the Boulevard Room of the Stevens Hotel 
was the farewell party of the 6th Annual 
Convention. A complete account of this 
party will be found in another section of 
this issue. 


SSS 


GAY 90’°S FEATURE 
R.S.E.S. PARTY 


thee R.S.E.S. Gayeties, held on Wednes- 
day evening in the Boulevard Room of 
the Stevens Hotel, was the grand finale of 
the Sixth Annual Convention. It was a night 
of intensified fun, where all formality was 
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dispensed with and every one got into the 
spirit of having a good time. About 400 
attended. 

The ladies were provided with bustles and 
hats depicting the gay 90’s, and the men were 
provided with black mustaches and derbies. 
The atmosphere created was infectious to the 
crowd who entered whole-heartedly into the 
general fun. 

Several acts of entertainment started the 
evening off, and a dancing chorus made up 
of members of the Ladies Entertainment 
Committee, dressed in costumes of the pe- 
riod, provided an amusing interlude. Danc- 
ing continued till a late hour. 

Herman Goldberg, Chairman of the Enter- 
tainment Committee, and his very able secre- 
tary, Esther Halperin, were the hard work- 
ers behind the scenes of this party. It is 
ironical that Herman and his movie camera 
were the only casualties of the evening. 
While taking pictures, his camera was broken 
in what was otherwise a minor accident. 


se 


LADIES’ AUXILIARY HOLDS 
SECOND ANNUAL MEETING 


open Refrigeration Service Engineers So- 
ciety Auxiliary held its second annual 
meeting in conjunction with the 6th R.S.E.S. 
Convention in Chicago, January 15 to 18. A 
full program of events, which was planned 
prior to the meeting, kept the ladies busy 
during the entire convention. Monday and 
Tuesday mornings were devoted to Auxiliary 
meetings, during which business of the Aux- 
iliary was conducted, and the annual election 
of officers took place. 

The Monday morning session included an 
introduction of the National Officers, reports 
of the secretary and treasurer, appointment 
of nominating committees, resolutions com- 
mittee on Constitution and By-Laws, and a 
general discussion on plans for forming new 
local chapters. 


New Officers 


At the Tuesday morning meeting, the re- 
port of the nominating committee was re- 
ceived, and the election of new officers got 
under way. The procedure followed was 
that of the R.S.E.S. and the final results 
were as follows: President, Mrs. Claude 
Brunton, Huntington, W. Va.; 1st V.P., Mrs. 
Willis Stafford, Aurora, Ill.; 2nd V.P., Mrs. 
L. J. Helmbold, Kingston, N. Y.; Secretary, 
Mrs. Albert Ross, Pittsburgh, Pa.; Treas- 
urer, Mrs. C. J. Doyle, Omaha, Nebr.; 
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for Every Refrigeration and Air Conditioning Need 


RS 3 37 High FEDDERS Model HCP-38 
ty mostatic High Capacity Constant 
Pressure Valve 


FEDDERS Model CP-40 
Constant Pressure Valve 











No SERVICE KIT is Complete 
without the 


KEROTEST 


PURGING and CHARGING 
VALVE SET 


for Hermetic Sealed Units 


Over 20 popular makes of hermetic sealed 
units can be purged or charged with this 
compact, inexpensive Kerotest Master 
Valve Set, thus eliminating the need for a 
separate valve for each hermetic unit. It 
consists of a simple master valve with 
adapters and stem extensions to fit all 

opular hermetic units, all neatly packed 
na heavy gauge steel box to facilitate 
carrying. 

The valve is designed with a gauge con- 
nection, independent of the service connec- 
























tion—an exclusive Kerotest feature that 
makes it possible to determine the pres- 
sure in the unit at any time during charg- 


ing or purging without breaking the 


service connection. 

Included in this time and money saving 
Kerotest Valve Set is a Bristol Wrench 
which may be used to loosen valves on ma- 
chines requiring Spline Wrench. Chart in 
box shows which adapter to use for any 
hermetic unit. Ask your local Kerotest 
jobber, listed at the right, about it. 


KEROTEST MANUFACTURING COMPANY, Pittsburgh, Pa. 
eee me eens RRM CNENENET Ne nn mamma ara So 


Sergeant-at-Arms, Mrs. Louise Perry, Pitts- 
burgh, Pa.; Directors, Mrs. G. A. Burns, 
Toronto, Canada, Mrs. George O’Hara, Buf- 


falo, N. Y., Mrs. J. A. Salter, Indianapolis, 
Ind., Mrs. R. C. McCarthy, Rockford, IIL, 
and Mrs. F. C. Haeberlein, Omaha, Nebr. 





1—Officers of the Ladies Auxiliary. 2, 3 & 4—Groups of the ladies who were in attendance at the 
Convention. 
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ANY OF THESE WELL-KNOWN 
DISTRIBUTORS OF 





REFRIGERATION PRODUCTS 
Stands ready to quickly serve you! 


JOBBERS WITH LOCAL STOCKS 


.General Refrigeration Supply Co. 
M. Tull Metal & Supply Co., 9 
. .Bowen Refrigeration upplies, Inc, 

endenin Bros., ine. 











Electrical Supply Co., ; Inc. 
eoccsgoces e Capson Company 
--Meichior Armetrone, Dessau Co, 
seen ee rry Metal Products Co. 
Melchior. ‘Armstrong, Dessau Co. 
Root, Neal & Co. 





haeeveeseceut Hen Dick Co. 
copoccesece Noland’ Co., Inc. 
ceeceroncosegee The Harry Alter Co. 
H,. W. Blythe Company 


Airo Supply Co. 


nether. Armstrong, Dessau 
.Marsden & Wasserman, Inc. 
Island, N. ae nt a Inc, 


. Walter “Tetrgeration Supply So: 
= egrepapesti. . Langsenkamp Co. 
Bee. o7esreeossees Jamita Company 
OD, ccccccccccccccesccseesesees 
o8eeneeoeeees Forslund Pump & Machinery Co. 
Knoxville, Tenn. ........ Leinart Engineering Co. 
London, Ont., Can _~ 0.000 p60e00sesseegeeces 
oernhendincn ta ration Supplies Co., Ltd. 
Long Beach, Calif. i . Marsh (Allied Refr’n.) 
Frank Gillett Co. 
-Refrigeration Service, _ 





Louisville, Ky. .. Louisville Mill Supply Co., Inc. 
BE, BE cw occcccvcccccccces Lowe Electric Co. 
BEES WOR, covceccesec Gustave A. Larson Co. 
Memphis, Tenn. .. United Refrigerator Supply Co. 


Mlamal, FiA..o0rcccccescccsce Dey ae Inc. 
Milwaukee, ceeds iad 
eeeette , | eee fterrigeration “Specialty Co. 


"Refrigeration, a — gag Supply Co., ine, 
Montreal, Quebec, Canada.........+..+.+.+s+ 

cesees Railway & y — ve Specialties, Ltd. 

Mt. Vernon, N. Y. 





Enochs Sales me. 
etna Supply Co. 





Now Werk, Bi Ze. csesccocccccvecccsenccesses 

Ceseccaceeces Paramount Electrical Supply Co. 
Norfolk, VO. ..cccccccsessccces Noland Co., Inc. 
Oakland, Calif. .°..:: California Refrigerator Co. 
Oklahoma City, Okla. ....... Mideke Supply Co. 
GE, CD cn cncbesvurstusnesnsasssabns 

egecgcoscsceces Ruegg wpe Supply Co. 
Oshkosh, Wis. ........... e A. Larson Co, 
PE: Be. co stows cnccsicevecescastivs 

eseesccecoces Melchior, Armstrong, Dessau Co. 
Philadelphia, Pa... Victor Sales & Supply Co. 
Pittsburgh, P. “willl ams & Company, Inc, 
Pittsburgh, Pa. -Wm. M. Orr 
Portland, Ore. 


he 28S Bill Heibe 





Rochester, N. Y. 





snoceseactes Melchior, Armstrong, Dessau_Co. 
Rochester, N. ¥. ....Ontario Metal Supply, Inc. 

Mford, Th. ..cccscoees ve A. Larson Co. 
St. Joseph we Seite cokenaue tal Bristol Supply Co. 
St. Louis, Mo. ....... . E. ompson Company 
Salt Lake city, ROM. wcseevces Peerless-Utah Co. 
San hg Gait, .California Refrigerator Co. 
Seattle Refrigerative Supply Co., Inc. 
Sioux bit be: .National Refrigeration Service 
South nd, bp ces aes F. H. Langsenkamp Co. 
Springfield, ML. ....... United States ves Electric Co. 
Ss i . C. P. Payson Co. 








FACTORY REPRESENTATIVES 


Chicago, 111. Detroit, Mich. 
Dayton, Ohio Los Angeles, Calif. 


y Co. 
Mec oe Ad. 
oseen Refrigeration Supply Co 
eceerscesrece "Meichior, Armstrong, Dessau Co. 
Waterloo, Iowa......... Winterbottom Supply Co. 
White PRG, WF. wc ccccccccccccesccssoses 
seeeces County Seat Plumbing apes, Co. Co., es 
ee an. Ms. c0agetecoeee 
anitoba, Canada.........++.-++s: 
coteee allway & Engineering Specialties, Ltd. 
Worcester, Mass. ......... Standard Supply Co. 
ew York, N. Y. St. Louis, Mo. 


N 
Philadelphia, Pa. San Francisco, Calif. 


GENERAL EXPORT REPRESENTATIVES 


Melchior, Armstrong, Dessau Co., 
300 Fourth Ave., New York City, N. Y., U. 8. A. 


FOR PROMPT DELIVERIES JUST PHONE YOUR NEAREST JOBBER! 


Inc. 
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EVERY PAR UNIT 
Yneciston Frube,! 


Translated into terms of operating economy and long life, Par 
precision methods mean just one thing . . . more value for 
your money. Built by men who have spent their working lives 
in the mechanical refrigeration industry, Par condensing 
equipment incorporates precise workmanship in every detail. 
Here are some of those details: close-grained seasoned iron 
castings .. . ring-type pistons of nickel alloy . . . drop forged 
steel crank shafts hardened, ground and hand lapped . . . 
selective fitted Oilite crank shaft bearings . . . cylinders dia- 
mond bored and honed . . . statically balanced fly wheels. All 
of these are details that are highly important when you are to 
invest your money in refrigeration equipment. 











Par Condensing units are made in both air cooled and 
water cooled models 2 or 4 cylinder, 30 sizes to fit the 
needs of any application from 1/5 to 20 H. P. 


Send for FREE CATALOG 
" \ or see PAR units on display at your jobbers. 





MODERN EQUIPMENT CORPORATION © DEFIANCE, OHIO 
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ALL-INDUSTRY BANQUET 


N Tuesday evening, January 16, ap- 

proximately 1300 men and their ladies, 
from all branches of the industry, sat down 
to an enjoyable turkey dinner in the Grand 
Ballroom of the Stevens. It was an informal 
dinner, and the food was excellent. Organ 
music and community singing provided en- 
tertainment during the dinner. 

Members of the Refrigeration Service En- 
gineers Society comprised almost a third of 
the total attendance at this banquet, and car- 
ried with them the merry-making atmosphere 
typical of their gatherings. Speeches were 
omitted this year, but introductions of offi- 
cers representing the various organizations 
and celebrities of the industry followed im- 
mediately after dinner. 

The entertainment for the evening was the 
best to be seen anywhere. It consisted of 
several first line hits from vaudeville shows 
and cabarets in Chicago, together with music 
by Anson Weeks and his Orchestra. 

The hour was quite late when the show 
was completed, but dancing started immedi- 
ately, and continued well into the morning 
hours. 

It was during the introduction of well- 
known figures in the industry that Mr. and 
Mrs. Mel Knight took a bow and were pre- 
sented with a beautiful gift by the industry 
in appreciation of the work they had done 
in making the show a success. Mr. Knight, 
it will be recalled, was Chairman of the 
Exhibition Committee for the All-Industry 
Exhibition, and Mrs. Knight was Chairlady 
of the Ladies Committee. They both did a 
swell job. 

ss 


LOZIER WINS NATIONAL 
CHAMPIONSHIP TUBE 
BENDING CONTEST 

ORDON LOZIER, Omaha, Nebr., 
proved himself a “Champion of Cham- 
pions” among tube benders by winning the 
national tube bending. contest sponsored by 
Imperial Brass at the Second All-Industry 
Refrigeration and Air Conditioning Exhibi- 
tion, Chicago, January 17. Mr. Lozier fin- 
ished first in a field of 12 contestants, all of 
whom were champion tube benders from va- 
rious sections of the country. He repre- 
sented the Missouri Valley Chapter of the 
Refrigeration Service Engineers Society in 
the contest. 
Second place went to E. J. Storm, St. 
Joseph, Mo., representing the Pony Express 
Chapter and third place to R. J. Creamer, 
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WINNERS OF THE TUBE BENDING CONTEST 
From top to bottom are shown Gordon Lozier, 


E. J. Storm and R. J. Creamer, first, second and 
oe prize winners, each receiving his prize from 

A. Leonard, Vice Presid of Imperial Brass 
Mig. Co. 





Columbus, Ohio, representing the Columbus 
Chapter. 

All contestants were required to complete 
a given project on which they were furnished 
a blueprint. Lozier completed his project in 
15.8 minutes, Storm took 19.2 minutes and 
Creamer, 22.9 minutes. 

The contest was sponsored by The Im- 
perial Brass Mfg. Co., Chicago, at the in- 
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Above e 9160 Capacity Booster Valve installation made by 
Farr Refrigeration Service on Westinghouse Air Condition- 
ing system in Allen Shoe Store, Cleveland. f 





As a thermostatic expansion valve of high capacity, the 9160 
Capacity Booster Valve offers economy in first cost and im- 
proved performance. Advantages—smooth modulation, tight 
shut-off, and surge control. 

Wherever there is a use for high capacity automatic valves of 
any type, there is a place where the 9160 can be used to advan- 
tage. Any type of Booster Valve action can be obtained by the 
proper selection of the pilot valve or valves. Use the Capacity 
Booster Valve for your high capacity job. Write for details. 
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vitation of the Refrigeration Service Engi- 
neers Society and was a part of the meeting 
of this association. All Chapters of the 
R.S.E.S. which had previously held tube 
bending contests were invited to enter their 
champions in this national contest. Winners 
at the Buffalo contest*«were also invited. 
C. H. Benson and R. M. McIntosh of the 
Imperial company were in charge. 

As first prize winner, Mr. Lozier was pre- 
sented with a walrus travelling bag. Mr. 
Storm received a combination radio-phono- 
graph for second prize, and Mr. Creamer a 
Remington-Rand De Luxe electric shaver 
for third. All other contestants were given 
a Taylor humidiguide. All prizes were pro- 
vided by The Imperial Brass Mfg. Co. 

Judges of the contest were: P. B. Reed, 
Service Manager, Servel, Inc., Evansville; 
Harry Busby, Associate Editor, Tue Re- 
FRIGERATION SERvicE Enorineer, Chicago; and 
R. L. Hendrickson, Utilities Engineering In- 
stitute, Chicago. Timekeeper was C. S. An- 
derson, The Imperial Brass Mfg. Co., Chi- 
cago. 

In addition to the winners, contestants 
were: Otto Hladilek, Chicago Chapter; Otto 
Sippel, Cleveland Chapter; H. C. Moore, 
Colonels’ Chapter; Jas. J. Kline, Springfield 
Chapter (a winner in contest held at Buf- 
falo); John K. Bush, Niagara Frontier 
Chapter; Jules DeWilde, Kansas City Chap- 
ter; O. H. Swift, Illinois Valley Chapter; 
N. A. Wahter, Cleveland Chapter; and J. 
Barbagallo, Pittsburgh Chapter. 

x SS 
JOBBERS ELECT 
FRANK LANGSENKAMP, JR. 
PRESIDENT 
T the annual meeting of the Refrigera- 
tion Supply Jobbers Association, F. H. 
Langsenkamp, Jr., F. H. Langsenkamp Com- 
pany, Indianapolis, was elected President, 
Chet Borden, A. E. Borden Company, Bos- 
ton, Vice-President, and Ralph Kramer, H. 
Channon Company, Chicago, Secretary- 
Treasurer. 

Members of the Board of Directors elected 
at this meeting included Henry V. Dick, 
H. V. Dick Company, Charlotte, North Car- 
olina; Joseph Oberc, J. M. Obere Company, 
Inc., Detroit; Frank R. Pond, Refrigera- 
tion and Industrial Supply Company, Min- 
neapolis; Ralph Kramer, H. Channon 
Company, Chicago, and Frank J. Walter, 
Walter Refrigeration Supplies, Houston, 
Texas. 

At one of the meetings of the Associa- 
tion W. C. Allen, of Modern Equipment 
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SNAPPED a Pee MEETING 


1—(Left to ri awson, London, 

Ont., H. wo Blythe, Chicago, “Sandy” Pratt, 

San Francisco. 
2—Outside the meeting room. 
3—Part of the attendance at one of the meetings. 
Corporation, Defiance, Ohio, suggested a 
joint Manufacturer-Jobber Cooperative 
Trade Advertising Campaign, designed to 
specifically point out the jobber’s place in 
the refrigeration business. 

Other trade matters discussed at the 
convention, in which progress was reported, 
included such matters as uniform cash dis- 
counts, the removal of “cut-price” compe- 
tition from other types of distributing or- 
ganizations, and the interchange of credit 
information. 

Among the several resolutions proposed 
to seek further standardization of the busi- 
ness were the following: 

1. To request manufacturers to adopt a 
uniform basis rating for the equipment in 
various product groups. 

2. That the slogan which has been adopt- 
ed by several manufacturers, “Buy from 
Your Jobber,’ be further carried in all 
trade paper advertising, and to extend its 
further use. 
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When a Balanced- Action Valve is 
opened the pressure above the valve stem 
and below the diaphragm is instantly re- 
leased through a balancing channel in 
the valve stem. This assures positive open- 
ing under all conditions of service—valve 
can not stick shut. 


WRITE FOR CATALOG 
Recommended and sold by leading jobbers 


EXCLU 


Valve stem cann 


VE FEATURES 


stick shut 


SI 


2-Valve is non-dir 
nnected to ei 


ectiona niet or outlet lines can be 


ther port 


3-Inlet and 
volves 


ne n tw woy or three 


Neater lines 


utlet ports in 
tube bending 
Easier to instal 


way eliminated 


4-OVALINE 
natural gripping surface 


hand wheel. The only hand wheel with a 


« 
corrosion-proof 


diaphragms 


stainless steel 


and 


Light-weight 
Naturally 
Easier valve 


spring 


much less wear strain on 


peration 


6-N 
wear 


floating bearing plate. No torsional 


n diaphragms 


n-rotating 
or strain 


red 


int 


7-Securely anch 
rolled on 
tight 


TT et Sil eM teluleleliiilel Mel lol Mee ll ta 
a taper end of stem assures positive gas- 


veivet sea 


8-Four-point wrench grip for easy removal of spring cage 


9-Balancing channe 


10-Spring tensic 


for diaphgram 


ned ba 


nspection 


check seals balancing channel 


11~Positive metal-to-metal seal. between balancing chan 


nel port and diaphragm when valve is in closed position 


NON-EXCLUSIVE FEATURES 


u ng flange ntegral with valve body 


pacity penings and 


versize seat chamber 
gh valve 


vide unrestricted f thr 


14-Raised design 


mulating on seat 


ssib 
nor 


reduces ¢ 
yssur 


Wrench 


nnet and internal parts for ins 


flats 
pection 
ve bonnet 


Hexagonal wrench grip on vo 


ar metals. Punc 


with 


Four la n Iphragms t dissim 


be 


ture and fracture proof. Can 


press 


nspected valve 


under 
$8-Voaive stem seals on snes 


for diaphragm inspection 


age in tu 


19—Hermetic seal. between bonnet, diaphragms and body 
20-Bonnet machined to pr 


de open 


vide support for diaphragms 


when valve is wi 


tive valve stem guide 





HENRY VALVE COMPANY 


19 NORTH SPAULDING 


Dryers, Strainers and Valves 
. Also Ammonia V 


memem) 


ditioning .. 


SERVICE ENGINEER 


Le ee ° CHICAGO, ILLINOIS 


for Refrigeration and Air Con 
alves and Forged Steel Fittings 


February, 1940 

















8. The standardization of literature, and 
wherever possible, that such literature be 
furnished in letterhead size, trimmed to 814 
x 11 inches, with sufficient binding margin 
on the lefthand side, and punched for use 
in standard three-ring binders. Also, it 
was suggested that the literature should 
definitely contain pertinent data and price 
information, which should be arranged sys- 
tematically for ready reference with illus- 
trations clearly defined. 


SSS 


35TH ANNIVERSARY MEETING 
OF AMERICAN SOCIETY OF 
REFRIGERATING ENGINEERS 


OME three hundred members of the 

American Society of Refrigerating En- 
gineers attended the 35th Anniversary 
Meeting of the Association, held in the 
Blackstone Hotel, during the week of the 
All-Industry Refrigeration and Air Con- 
ditioning Exhibition. The meeting was for- 
mally opened on Wednesday, January 17, 
and in the afternoon meeting of the first 
day, the A.S.R.E. met in joint meeting 
with the R.S.E.S. in the Stevens Hotel. 





GEORGE E. HULSE, President 


Technical papers at this session were 
presented by Mr. Ernest Gygax, St. Louis, 
member of the A.S.R.E. and the R.S.E.S., 
and Mr. K. S. Willson, Marinette, Wiscon- 
sin, on the subject of “Pressure Drop in 
Liquid Lines.” The second paper presented 
by A.S.R.E. members, was entitled “Bomb 
Method of Charging Refrigeration Units,” 
by G. S. McCloy and A. W. Haley, Spring- 
field, Mass. 

After the presentation of these papers 
followed the National Championship Tube 
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Bending Contest, sponsored by the R.S.E.S. 
described elsewhere in this issue. 

At this anniversary meeting, Mr. J. F. 
Nickerson, publisher of The RerriceraTion 
Service ENcGIneer, was inducted into the 
A.S.R.E. as an honorary member, and in 
keeping with the ceremony, Mr. David L. 
Fiske, Secretary of the A.S.R.E., outlined 
refrigeration as it was in 1904, with S. C. 
Bloom treating the subject of refrigeration 
in 1954. 

The A.S.R.E. meetings continued through 
Friday, with the annual dinner dance fea- 
tured on the evening of January 18. 

Officers of the Society for 1940 are: Pres- 
ident, George E. Hulse, Chief Engineer, 
Safety Car Heating & Lighting Co., New 
Haven, Conn; Vice-Presidents, Chester 
Lichtenberg, Engineer, General Electric 
Co., Fort Wayne, Indiana, and L. Logan 
Lewis, Vice-President, Carrier Corporation, 





DAVID L. FISKE, Secretary 


Syracuse, N. Y.; and, Treasurer, William 
R. Hainsworth, Vice-President, Servel, 
Inc., Evansville, Indiana. 

The Directors are: J. G. Bergdoll, York 
Ice Machinery Corporation; D. F. Fisher, 
Bureau of Plant Industry, U. S. Depart- 
ment of Agriculture; H. C. Guild, Vilter 
Manufacturing Company; S. R. Lewis, con- 
sulting engineer; and Nels Rosberg, Cali- 
fornia Consumers Corporation. 


SS 
NATIONAL AIR CONDITIONING 
ASSOCIATION FORMED 
rena a temporary organization 
formed at the All Industry Refrigerating 
and Air Conditioning Exposition at Chicago 


last year, representatives of the air condi- 
tioning industry attending the conference 
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this year, met at the Stevens Hotel and 
formed a permanent organization, known as 
the National Air Conditioning Association. 
A constitution was adopted, officers and di- 
rectors elected, dues established and an ex- 
ecutive secretary selected. 

At the Wednesday morning session, nine 
directors were elected as follows: Samuel 
Shure, St. Louis, Mo.; A. C. Buensod, New 
York City, N. Y.; Jesse W. Page, Charlotte, 
N. C.; Alfred F. Eptstein, Los Angeles, 
Calif.; M. S. LeBair, Philadelphia, Pa.; 
Edward R. Cooney, Buffalo, N. Y.; John 
Keller, Detroit, Mich.; John Spreckelmeyer, 
Ft. Worth, Tex.; and F. A. Hessick, Wash- 
ington, D. C. 

At a meeting of the board of directors, 
held Wednesday afternoon, the following 
officers were elected: 


Officers 


President, Jesse W. Page, Page-Warner, 
Inc., Charlotte, N. C. 

Vice-president, John Spreckelmeyer, Gen- 
eral Engineering Corp., Ft. Worth, Tex. 

Treasurer, John Keller, Mechanical Heat 
& Cold, Inc., Detroit Mich. 

At this meeting also, Albert L. Maillard 
of Kansas City, Mo., was elected executive 





One-Stom SERVICE! 
Give quick, efficient, “One-Stop service” with the 
Snap-on Refrigeration Service Set. Special 4-in- 
one wrench with fully enclosed ratchet movement, 
packing gland nut sockets and square valve stem 
sockets are all included in this time-saving set . . 
and every unit is designed expressly to handle 
those compressor adjustments the easiest and 
quickest way. 
Available only through our own branch distribut- 
ing system ... see your local 
Snap-on Salesman or write for 
information. 
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secretary and plans were made to establish 
headquarters for the association at 5624 
Cherry St., Kansas City, Mo. Mr. Maillard 
is connected with the Kansas City Utilities 
Co. and has been an active member of the 
Air Conditioning Association of Kansas 
City. Dues were established at $25.00 per 
year for active members and $15.00 a year 
for association members. 


Opening Session 

At the opening session, held Tuesday 
morning, there was no formal program; gen- 
eral discussion centered around the name of 
the proposed association, its objectives, 
membership, dues and other questions per- 
taining to organization. John Keller of 
Detroit, selected as temporary chairman at 
the meeting last year, acted as chairman 
and reviewed briefly the activities of the 
temporary organization during the year. 


Association Organized 
At the Wednesday morning session, the 
Organization Committee submitted a report 
which included a new constitution and a list 
of directors. This constitution was adopted 


as a basis of the permanent organization 
and it was stated that more details would be 
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covered in the by-laws to be prepared and 
adopted by the directors. This constitution 
was adopted as read with some minor 
changes. The list of directors also as pre- 
sented by the committee, was elected. 

A. L. Maillard, the new executive secre- 
tary, was introduced and it was stated that 
further announcements regarding the activi- 
ties of the association would be forthcoming 
from his office. 
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HERMAN GOLDBERG, 
“CINEMATOGRAPHER” 


HAT busy littie individual you saw in 
two places at once, with a corps of as- 
sistants, taking movies of all the events of 
the 6th annual R.S.E.S. convention, was 
Herman (Cecil B. DeMille) Goldberg. 
Few important events of the convention 
escaped the permanent record in the movies. 
Registrations, exhibits, meetings, enter- 
tainment and convention personalities are 
all included in the colored movies, compris- 
ing nearly 2,000 feet. 
The film will be available to local chap- 
ters for their entertainment. Only one copy 
of the film is available, because it is not 
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NEW PEERLESS 


1940 


ATALOG 


possible to reproduce prints from colored 
film. It will require about 45 minutes run- 
ning time. 

Unfortunately, Mr. Goldberg’s camera 
was damaged during the Gayeties Party, 
but equal to the occasion he pressed Mr. G. 
E. Graff of Ranco into service with his 
camera, who completed the record of the 
R.S.E.S. Wednesday night party. 

Local chapters are requested to write for 
the reservation of the film, although no def- 
inite dates can be assigned at this time. 
They will, however, be assigned as quickly 
as arrangements can be completed. 


xs 


RANCO’S “SURPRISE PACKAGE” 


HROUGHOUT the convention 379 peo- 

ple registered with Ranco and made a 
guess at the contents in the surprise package 
displayed in their booth. Shortly before 2 
o’clock Thursday afternoon no one had 
guessed the contents and therefore the draw- 
ing was scheduled for 2 p.m. Miss Edna 
Christensen, Secretary to Mr. H. T. McDer- 
mott, National Secretary of the R.S.E.S., 
opened the package and drew out the con- 
tents which consisted of a letter as follows: 





29 NEW PRODUCTS 


GET YOUR COPY FROM YOUR 
PEERLESS JOBBER . . . OR WRITE 
THE NEAREST PEERLESS FACTORY 








PEERLESS or AMERICA, unc. 


MIDWEST FACTORY, GENERAL OFFICES 515 W. 35TH STREET, CHICAGO 
NEW YORK FACTORY PACIFIC COAST FACTORY SOUTHWEST FACTORY EXPORT DIVISION 
V3.2 ith STREET SOUTH MAIN ST. -2218 N. HARWOOD ST. P. 0. BOX 636 
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“The prize given in the Ranco Contest 
at the Chicago Show will be (1) $25.00 
United States Baby Bond. It will be made 
out and mailed direct to the winner. 

(signed) G. E. Grarr. 
Mr. Graff then had a number drawn which 

proved to be No. 188, appearing on page 18 

of the registration book containing the names 

of the contestants, and the name opposite 

No. 188 was Thos. C. Madal, Cleveland, Ohio. 
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EXHIBITION REVIEW 
NEWSY little daily convention paper 
recording the daily activities of the 

2nd All-Industry Refrigeration and Air 
Conditioning activities, as well as the vari- 
ous association events, made its appearance 
on Tuesday and Wednesday of the conven- 
tion week, containing current news hap- 
penings and photos of the previous day. 

It was published by the Utilities Engi- 
neering Institute of Chicago with E. P. 
Sorensen, president of Utilities Engineer- 
ing, as publisher, C. R. Markham as editor, 
and R. L. Hendrickson and M. R. Alex- 
ander as associates. A few additional copies 
are available for distribution by writing 
direct to Utilities Engineering Institute. 


HERMAN ANNOUNCES 
“IT’S A BOY” 


OLD that press! Change the make-up 
on this page! We have important last- 
minute news to include. Just as we were 
about to start the presses rolling, we received 
a telephone call announcing that Herman 
Goldberg is now the proud father of a 7 lb. 
13 oz. baby boy, born at 10 p.m. February 
7th. 

We know the many friends of Herman 
and Mrs. Goldberg were waiting for this 
news and will join in extending congratula- 
tions and best wishes to them. 


x S 


PRESENTING 
LINDA LOUISE BORDEN 


R. CHET BORDEN of the Boston 

Chapter, who is very active in assist- 
ing the Boston Chapter plan their programs, 
became the father of a charming young lady 
on Saturday, December 16, 1989. She will 
be known as Linda Louise Borden to her 
friends. We know she will be another one 
of the good things which will help to brighten 
the life of her parents. 
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When Thawzone goes into a system, 
water goes out . . . quickly, completely 
destroyed. Freezeups clear quickly; 
moisture disappears; the system remains 
dry thereafter. Adding Thawzone to 
every unit— new, reconditioned or in 
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MOISTURE! 


No Water—No Acids—No Freezeups! 


THE END 
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service —PREVENTS future moisture 
troubles. 

Thawzone is liquid; easy and econom- 
ical to use. 1/ ounce, costing but 10c, 
protects one pound of refrigerant. Thaw- 
zone’s safe action and small quantity, 
leave oil and refrigerant substantially 
pure and undiluted. Acids are neutral- 
ized; corrosion prevented. Ask your 
jobber for Thawzone or write us for 
literature. 


HIGHSIDE CHEMICALS CO. 
NEWARK, N. J. 
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CHAPTER NOTES 


FOX RIVER VALLEY CHAPTER 


December 4th—The meeting was called to 
order by President Ray Moss, and the only 
business scheduled for the evening was an 
election of officers to serve during the 1940 
term. Nominations for each of the officers 
were called for from the floor, and after all 
votes had been counted, the final results were 
as follows: President, E. K. Wagner; Jst 
V.P,. E. Mueller; 2nd V.P., Ed. Berg; Treas- 
urer, Milt Vander Bloemen; Secretary, V. O. 
Bliss; Sergeant-at-Arms, H. H. Hare; Board 
of Directors, Tony Paulik, Jr., M. B. Guen- 
ther, Bernard Moriarty and Ray Moss, Chair- 
man of the Educational Board. 

The new officers are scheduled to take 
office at the next regular meeting. 

January 8th—The meeting was called to 
order, and immediately turned over to the 
new president, E. K. Wagner. A discussion 
of the Sixth Annual Convention in Chicago 





was held, and a poll made of those planning 
to attend. 

Mr. Wagner brought up the subject of 
home lockers, and advised that through 
solicitation on his part, he had found an 
apparent field for this type of installation, 
especially among farmers. 

Mr. Larson, of the Gustave A. Larson 
Company, gave a short talk on plans being 
made for the Madison Chapter Banquet, 
to be held on February 3. It was announced 
that Detroit Lubricator Company would be 
represented at the February 5 meeting. 


LOS ANGELES CHAPTER 


January 24th—The meeting was called to 
order by President Rodgers, who presented 
the gavel to our new President, Mr. John R. 
Payne. Mr. Blair, Chairman of the Educa- 
tional Committee, introduced Mr. Hadley 
Hatch of the Norman S. Wright Company 
and Mr. John Ross of Linde Air Products 
Company. Mr. Ross gave a very interest- 
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ing and educational talk and demonstration 
on the types of solders and brazing alloys. 
A soldering contest of streamline fittings 
was held, in which J. S. McCown, W. L. 
Flewelling, G. R. McLay and Lewis E. Bar- 
ber competed. The fittings were furnished 
by the Norman S. Wright Company and 
Prest-O-Lite equipment was used. Time- 
keeper was A. C. Line and William Wallace. 
Judges were: T. A. Matthews, J. C. Rodgers 
and R. H. Shideler. Wally Rassmusen 
served as adviser. 
The contest was won by J. S. McCown, 


LOS ANGELES CHAPTER SOLDERING 
CONTEST. 


1—J. S. McCown the winner putting on the finish- 
ing touches. 

2—Some of the group in attendance. 

3—Left to right, J. 8. McCown, W. L. Flewelling, 
L. E. Barber and G. R. McLay. 

who received a Presto-Lite regulator con- 

trolled outfit. The second prize, a Mueller 

tube cutter, went to W. L. Flewelling, the 

third prize, a Presto torch went to L. E. 

Barber and the fourth prize, a Mueller rat- 

chet wrench, went to G. R. McLay. 
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BUILD UP YOUR 
BUSINESS .... 


HERVEEN 
will help you 


% As the demand for Hermetic 
servicing increases, it becomes 
more and more necessary for the 
well equipped service-shop to be 
able to handle this work. That’s 
where we come in; Herveen is the 
replacement gas that enables you 
to service Frigidaire Meter-Misers. 


% This is the extra business that 
enables you to make an extra 
profit. Every day more refrigera- 
tion parts jobbers are stocking 
Herveen. If yours doesn’t handle 
it, write us direct. 


(HERVEEN \A> 


MODERN GAS CO., Inc. 


Manufacturers and Refiners 
1084 Bedford Avenue, Brooklyn, New York 
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DES MOINES, IOWA, R.S.E.S. CHAPTER ANNUAL BANQUET 


The Des Moines, Iowa, chapter held its annual banquet January 10, at one of Des Moines’ out di 
night spots, the Pastime Club. Wives and friends of the members were guests of the evening. 

Dinner was served followed by an elaborate floor show of several acts from a local radio station. The 
stars presented among others included Miss Pann Merryman, an acrobatic dancer. The balance of the eve- 
ning was devoted to dancing to the music of the “Four Dons.” 
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DAYTON CHAPTER 


January 8th—The meeting was conducted 
by our President, R. J. Brown, and after the 
regular business of the evening was dis- 
pensed with, the members present enjoyed 
a very fine talk by Mr. C. A. Brunton, who 


was the guest of the evening. After the 
meeting adjourned, refreshments were 
served. 


January 23rd—Following the regular busi- 
ness meeting, a discussion was held on a suit- 
able date to visit the Frigidaire Plant. An- 
nouncement will be made at a later date as 
to when this visit can be arranged. 

Mr. D. Goll reported on the delivery of 
flowers from the Chapter to Mr. Murray 
Saylor, a former member who is now in the 
Miami Valley Hospital. 


DES MOINES CHAPTER 


December 13th—The meeting was held in 
the Savery Hotel, where Mr. L. P. Love, 
Finance Commissioner of Des Moines, was 
introduced as the guest speaker. The sub- 
ject of his talk was finance, and proved to 
be very interesting to those present. 

The election of officers was then held with 


the following results: President, C. Ray 
Jones; Vice-President, Fred Crockett; Sec- 
retary, B. F. Wood; Treasurer, O. A. Ruth; 
Sergeant-at-Arms, Paul Parish. The new 
officers were installed immediately in their 
respective offices, and Mr. Jones, the new 
president, proceeded with the appointment 
of the committees. : 


TWIN CITY CHAPTER 


January 9th—The meeting was called to 
order by President William Warner, and 
among the business conducted during the 
evening, was the election of a delegate and 
alternate to attend the Sixth Annual Con- 
vention in Chicago, and arrangements where- 
by the Chapter would contribute partly to 
the expense of the delegate were made. A 
committee was appointed to select a monthly 
meeting place, alternating between the Twin 
Cities. A discussion regarding a dinner meet- 
ing, tentatively scheduled for February, was 
left to a committee to make definite plans. 

The formation of a bowling team was sug- 
gested with a further suggestion that an 
R.S.E.S. Bowling League be formed. A 
committee was appointed to investigate the 
possibilities of such a league. 
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EFFICIENT FACE MASK! 


The New Pulmosan 


‘1500 FUMEGARD 


Gives you complete protection against fumes of Sulfur 
Dioxide, Ammonia, Methyl Chloride and other refrigerants. 
New design and construction eliminates bulkiness—pro- 
vides light weight and comfort. One piece unit of special 
rubber face piece, full-vision plastic eyeshields and canister 
containing 34 
comfortably. Canisters refillable at nominal cost. 
Order your No. 1500 Fumegard today. 
safety—you’ll like its savings! 


@ WRITE FOR NEW BOOKLET 


Respirators and other safety data for refrigeration engineers. 


Ib. of scientific absorbents. Fits snugly and 
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LONG BEACH CHAPTER 


January 4th—The meeting was called to 
order by President Voepel, and after the 
regular routine of business was dispensed 
with a discussion took place on the possibili- 
ties of securing a reduction on renewal fees 
for contractor’s license. A new committee 
was appointed with instructions to contact 
the City Council and present to them the 
Chapter’s petition recommending that the 
license fee be reduced from: $50 to $25 a 
year. 

Mr. John Engels provided entertainment 
for the evening with a presentation of 
movies, showing various wholesale houses of 
Long Beach, and antics of some of the local 
“SO, Snuffers.” He also showed a number of 
pictures of his vacation trip to Bryce Can- 
yon, Yellowstone Park, and Grand Coulee 
Dam. 

Following the meeting a feast of chili and 
beans, arranged for by Mr. Brown, Chairman 
of the Educational Committee, and provided 
for out of money left over from the Christ- 
mas dinner dance, was enjoyed by the en- 
tire attendance. 


AKRON CHAPTER 


January 11th—The primary purpose of 
this meeting was to conduct the annual elec- 
tion of officers which resulted in the follow- 
ing: President, Joseph Moore; Vice Presi- 
dent, William Moyer; Secretary, C. L. App; 
Treasurer, Claude L. Wall; Directors, Lee 
Barnaby, Charles Hall and Robert Fox; 
Sergeant-at-A rms, Charles J. Walsh. 

January 19th—Winding up the affairs of 
the Chapter for the year, the secretary read 
his annual report, and the installation of 
officers took place. As soon as the new 
president, J. S. Moore, had taken office, he 
appointed the following committees: Educa- 
tional Committee, Claude S. Wall, who will 
appoint assistants from time to time; Mem- 
bership Committee, Charles Hall, who ap- 
pointed L. W. Barnaby and Roy Babb to 
assist him; Entertainment Committee, Wil- 
liam Moyer, who appointed R. E. Fox and 
Charles Walsh to assist him. 

After some discussion, it was decided that 
the regular meeting dates of the Chapter 
should be on the first Thursday of each 
month, and that the first of these regular 
meeting dates, being February 1, the meet- 
ing would be followed by a dinner at the 
Elks Club, with ladies attending. President 
Moore then gave an excellent account of his 
activities and the events participated in at 
the National Convention. 
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TRI-STATE CHAPTER 


January 8th—The meeting was called to 
order by President Gruber, and after the 
regular routine of business was dispensed 
with, Mr. Claude Brunton reported on ac- 
tivities of the Frigidaire meeting at Roanoke, 
Va., which he had attended. 

President Gruber appointed a nominating 
committee with instructions that they should 
report their selection of officers at a meet- 
ing to be held on the first Monday in Febru- 
ary. 


MADISON CHAPTER 


January 9th—The annual election of offi- 
cers took place on this evening with the fol- 
lowing results: President, Jerome Quam; /st 
V.P., George Poster; 2d V.P., Knute Spilde; 
Secretary, Harry Streich; Treasurer, Ray 
Carlson; Sergeant-at-Arms, Bob Wood; 
Trustees, Otto Johr, H. A. Struthers and 
Phil Noth. 

Following this election, the business ses- 
sion of the evening was conducted, during 
which it was decided that the Board of Di- 
rectors of the Chapter should conduct the 
meeting at least once every two months to 
discuss business matters of the Chapter. 


CANADIAN CAPITAL CHAPTER 


January 8th—After the meeting was called 
to order and business dispensed with, Mr. 
Krobie of the General Electric Company 
was introduced as the guest speaker. Mr. 
Krobie gave an illustrated talk on how to 
determine the amount of heat leakage 
through refrigerator walls, and answered 
many questions brought up by the members. 
Mr. Krobie was thanked by Mr. Milliken, 
Educational Chairman, on behalf of the mem- 
bers, for his interesting talk. 

A door prize was drawn by Mr. Krobie, 
and the lucky number was held by Mr. Good- 
man, who received a large Snap-On screw 
driver, provided by a representative of the 
Snap-On Tools Corporation. After other 
miscellaneous discussions on matters con- 
cerning the Chapter’s business, the president 
spoke at length on different hook-ups of ex- 
pansion valves and controls. 


COLONELS CHAPTER 


January 4th—The annual meeting of the 
Chapter was preceded by a dinner at Kapf- 
hammer’s. President Dicken presided with 
a good representation present. Mr. Lawson 
informed the meeting that a representative 


SERVICE ENGINEER 51 





HERE YARE, 





FELLOWS 


just what 


you've 
always 
needed | 





y 


Gilmet 
HANDIMETER 


Tells you in 3 seconds 
flat the right f.h. p. re- 
placement belt to use. 
Measures any belt from 
%" to 4%" wide, up to 
75" long. Bad fits mean 
fights, lost time, lost 
customers, lost profits. 
This handy belt-mea- 
surer prevents all that. 
Ask us how you can 


get one. 








Belt Bible.” 
You pay only 





pretty sweet 
profit | 


L. H. GILMER CO. 


TACONY, PHILADELPHIA 


(You Almost Double Your rae 
WITH GILMER’S 
“EYE-FUL’’ TOWER 


35 assorted Gilmer Belts, 
plus silent salesman dis- 
play rack, plus display 
sign with perpetual inven- 
tory form, plus a Handi- 
meter, plus color display 
cord, plvecompleteGimer 
Catalogue 


“America's 


and 
et back 
33.28. 







February, 1940 
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YOU CAN’T STAND STILL 


. . . in the refrigeration industry. 
To keep pace with the times you 
must be up-to-date. 


Many servicemen are now adding 
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knowledge. 


They are busy men who want usa- 
ble information presented in an 
easily understandable manner. For 
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of the Spoehrer-Lange Company would be 
the guest speaker during the evening of the 
second meeting in February. An announce- 
ment was also made that the Detroit Lubri- 
cator Company were conducting a meeting 
at the Brown Hotel on April 5, and that the 
Chapter was invited to attend. 

The annual election of officers followed 
with these results: President, E. K. Tingle; 
Vice President, L. B. Fulkerson; Secretary, 
H. C. Moore; Treasurer, H. H. Shuell; 
Sergeant-at-Arms, Russell Thomas. The 
Board of Directors, consisting of representa- 
tives of the three supply houses, was retained 
unanimously. The new officers were installed 
immediately. 


WICHITA CHAPTER 


January 5th—The meeting was preceded 
by a southern-style chicken dinner in the 
private dining room of Ruth’s Lunch. Presi- 
dent Ryan called the meeting to order, and 
the first order of business was the admin- 
istering of the oath to new members wel- 
comed to the Chapter. 

An election of officers took place next 
with the following results: President, Frank 
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H. Richards; /st V.P., E. T. Quinn; 2d V.P., 
H. B. Till; Secretary, Ernest F. Rhodes; 
Treasurer, Allen W. Woolridge; Sergeant- 
at-Arms, Howard Haselwood. 

The secretary and treasurer’s reports were 
given, and the auditing committee found the 
accounts to be in order. A report was re- 
ceived from the committee in charge of 
Christmas baskets, and the expenses of the 
committee in connection with the baskets 
were approved by the meeting with instruc- 
tions that they be paid out of the treasury. 


LOS ANGELES CHAPTER 


December 13th—The meeting was held in 
conjunction with the A.S.R.E. and was called 
to order by President J. C. Rodgers. After 
a short business session, Mr. Cornell intro- 
duced new members of the A.S.R.E., and 
then the meeting was turned over to Mr. 
Blair, who introduced Mr. W. H. Holladay, 
of the Geo. H. Belsey Company. A very 
interesting talk was given by Mr. Holladay 
on “Blower coils and their applications.” 

An election of officers took place at this 
time with the following results: President, 
John Payne; /st V.P., W. E. Young; 2d V.P., 
J. S. McCown, Secretary-Treasurer, Frank 
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EVERYTHING IN RUBBER 
FOR THE REFRIGERATOR 


e Miller offers the service engineer an authentic line of 
replacement parts that duplicate the original point for 
uality. Each item is an exact 
duplicate of that supplied the refrigerator manufacturer, 
made from the same dies, of the same age and grease- 


point in both design and 


resisting rubber compounds. 


And because Miller is the No. 1 supplier of rubber parts 
to the refrigeration industry, it can provide replacements 
that enable you to service 80% of all boxes in use today. 
All items are stocked for immediate delivery. For com- 
plete information, see your local Miller jobber or write— 


MILLER RUBBER COMPANY, INC., AKRON, OHIO 


“Engineers in Rubber" 


a 


Gillett; Assistant Secretary-Treasurer, D. 
W. Irving; Sergeant-at-Arms, William Na- 
deau; Educational Committee, J. C. Blair, 
Board of Directors, J. C. Rodgers, W. C. 
Decker, W. W. Allison, W. C. Irving, and 
William Wallace. 


PONY EXPRESS CHAPTER 


December 5th—A report of the Entertain- 
ment Committee for the Stag Party, held in 
October, was given, and after the bills for 
the party had been presented, they were 
o.k.’d with instructions to have them paid 
from the treasury. Following the short 
business session, the election of officers took 
place with the following results: President, 
W. B. Nichols; Vice President, Fred M. 
Donovan; Secretary, E. J. Storm; Treasurer, 
H. E. Young, Sergeant-at-Arms, F. M. Pol- 
lock; Board of Directors, Bruce Mercer, 
Harold Canfield, and Norman Sanders. 

January 2d—The meeting was called to 
order by the newly elected President, Mr. 
W. B. Nichols. Considerable discussion 
arose regarding the advisability of making 
up a party of members to visit the Kansas 
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e Door Gaskets 
e Unit Mountings 


e Sponge Rubber 
Insulation 


e Shelf Hook 
Shields 


e Breaker Collars 
e Hard Rubber 


e Rubber Covered 
Metal Parts 


e Molded Parts 


Due to 


City Chapter in the near future. 
the small attendance of the evening, much 
time was spent in discussing the coming con- 
vention. 


ILLINOIS VALLEY CHAPTER 


January 10th—The annual election of offi- 
cers by the Chapter was held with the follow- 
ing results: President, Scott Goble; 1st V.P., 
E. Shinneman; 2d V.P., O. E. Swift, Secre- 
tary, Roy L. Davidson; Treasurer, Dean 
Reynolds; Chairman of Education, Glenn 
Dresback; Sergeant-at-Arms, Emil Luckert; 
Board of Directors, Theodore Eckdahl, 
Wayne Davidson, E. E. Epley, William A. 
Gordon, N. L. Rivers, C. C. Shinneman. 

In closing its business for the year, the 
Chapter feels that it can pride itself on its 
past honors and accomplishments. The first 
of these is the accomplishment of well-at- 
tended meetings during the past year, credit 
for which goes mainly to the Chairman of 
the Educational Committee, Mr. Dresback. 
Another point of pride for the Chapter was 
the election of Mr. Don McGill as Treasurer 
for the Illinois State Association. Among 
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with 


YOUR PRESENT BUSINESS 
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a sound profitable beer coil cleaning business 
in their territory because they own an exclu- 
sive franchise for: 


LOWRY PROCESS 


Beer Coil Cleaning Service 


You, too, can easily organize a Beer Coil 
Cleaning Department which, in addition to 
earning handsome profits, actually assists in 
increasing the volume of your refrigeration 
business. 


Write or wire for the 
LOWRY PROCESS 
proposition—full par- 
ticulars will be mailed 
along with booklet en- 
titled “A Profitable 
Business.” No obliga- 
tion, of course. 


LOWRY MANUFACTURING COMPANY 


“A National Organization’’ 
318 E. MILWAUKEE AVE., DETROIT, MICHIGAN 











Watch for it! 
YOUR NEW 1940 
AlIRO Catalog 

and Buyers’ Guide 
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March 1st 
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the ambitions of the Chapter for the com- 
ing year, is that of securing the 1940 State 
Convention, which was held in Rockford, 
Illinois in 1989. A bid was placed with the 
Board of Directors at that time, and the IIli- 
nois Valley Chapter is going forward with 
plans and expectations, with the hope of 
securing the convention next fall. 


PITTSBURGH CHAPTER 


January 12th—President Perry presided 
over the meeting and requested Mr. Mc- 
Cormack to introduce Mr. H. H. Laird of 
Ranco, who, in turn showed colored slides 
and explained the procedure followed in 
manufacturing and testing Rancostats. 


A business meeting followed during which 
the Auditing Committee reported the Treas- 
ury books to be properly balanced and in 
order. The Membership Committee was ap- 
pointed, consisting of the following: Charles 
Terrill, John Kirch, and Paul Belec. 


TOLEDO CHAPTER 


January 10th—The meeting was held in 
Redmans Hall in Toledo and called to order 
by the President, who conducted a short 
business meeting. The annual election of 
officers followed with these results: Presi- 
dent, Fred Rudolph; Vice-President, Dale 
Moog; Secretary-Treasurer, Leo Davison; 
Sergeant-at-Arms, Don McGinley; Board of 
Directors, Paul Sizer, Taylor Bennington and 
E. J. LaFayette; Chairman of Educational 
Committee, Russell F. Teal; Chairman Mem- 
bership Committee, J. A. Briggs; Chairman 
Entertainment Committee, Emmett Greshan. 


FURNITURE CITY CHAPTER 


November 9th—The educational program 
of the evening consisted of a talk by Mr. 
T. C. McKee of Detroit Lubricator Com- 
pany, showing slides and recorded talks on 
their valves and controls, which proved very 
interesting. Many questions were asked of 
Mr. McKee and very promptly answered. 

Mr. Willis Stafford, Regional Director, 
was a guest of the evening and gave the 
Chapter considerable information on the op- 
eration of a chapter and benefits to be 
derived from membership therein. The pur- 
poses and objects of the Society were thor- 
oughly explained, and a demonstration of 
materials received through membership pro- 
vided. 

November 30th—Due to the length of time 
usually required by the Question Box, and 
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by the fact that it made the meeting too 
long, it was suggested that this feature of 
the educational program be limited to fifteen 
minutes. After some discussion, it was de- 
cided that the future meetings of the Chap- 
ter would be held on the second and fourth 
Thursdays of each month. The meeting was 
then turned over to Educational Chairman, 
Mr. Udell, who took up the discussions aris- 
ing from the Question Box. 


USE GEWUINE 


Copeland 
PARTS 
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December 14th—Mr. Ensley was intro- Copeland Equipment APPRECIATE 
duced by the president, and gave a very _ 
educational talk on motors and their design . ite ens > eels Copelands 


Complete and Prompt 


and operation. Many questions were asked, the original smooth operat- 
Parts service. 


and the talk proved very helpful to those ing qualities of Copeland 












present. equipment . .. Easier to 


The Question Box followed with ten min- 
utes of lively discussion. 

Mr. Cummings was elected to the posi- 
tion of Chairman of the Educational Com- 
mittee. 

January 11th—Mr. Martin of the Grand 
Rapids Paint and Varnish Company was in- 
troduced as the guest speaker for the eve- 





reduce labor 
costs with Cope- 
land _ precision- 
machined parts 

- easier to 
satisfy more cus- 
tomers when you 
use Genuine 
Copeland Parts, 


Compressors, etc. 








ning, and he gave a talk on “Color Match- 
ing,” finally winding up with an invitation 
to the members to call on him whenever he 
was needed in the matching of materials. 

Mr. Harry Scott was appointed as Enter- 
tainment Chairman with specific instructions 
to arrange a particularly interesting night 
for the charter presentation. 

Considerable discussion took place regard- 
ing the possibility of forming a refrigera- 
tion library, which would contain all the 


service manuals procurable, and data on all 
related subjects, such as motors, paints, et 
cetera. 


COLUMBUS CHAPTER 
(ee go 


December 14th—This meeting was consid- 

ered by the Chapter as being the best and 

most informative one of the entire year. 

Its huge success can be attributed primarily 

to the efforts and cooperation of the Alco LIST PRICE 

Valve Company, The Marlo Coil Company, $a@85 pumps! 

and to Mr. Carl F. Boester, who provided so ONLY 6® 

much toward the educational program and This complete soldering outfit makes 

entertainment. The meeting was held in the any kind of soldering easy. Attach- 

Chittenden Hotel, and Mr. Boester explained ments screw on end of torch which 

the details of his products with slide films, self-generates intense fame assuring 

and presented a very interesting and unusual ee ee eee Sean ane eres 
gasoline—no pumps—single valve con- 
trols flame intensity. Can be used any- 
where—com pact size—packs easily into 
tool kit. Sets with fewer attachments 
available—write for free catalog today! 


talk on air conditioning and commercial re- 
JUSTRITE MANUFACTURING CO. 


frigeration. The meeting was concluded with 
2005 Southport Ave. Chicago, Il. 
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JUSTRITE “Power-Flame” 
All-Purpose Soldering Set 


Does all Kinds 
of Soldering 
and other 
work requir- 
ing heat. 
Handy, self- 
heating, no 


a fascinating demonstration of the Alco glass 
evaporator, and following this presentation, 
a lengthy discussion and examination of the 
cutaway samples was entered into by all 
present. The consensus of opinion was that 
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SEALED DEHYORATORS 


* The new Shank dehydrator is made light in weight and 
neat in appearance. All unnecessary frills have been elim- 
inated so as to make an inexpensive but entirely satisfactory 
dehydrator. Write for our new catalog and price list. 


We also manufacture Water Regulators. 
* Gauge Sets 


* Ammonia Valves 







* Strainers 





SYRUS SHANK COMPANY 
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HERMETIC Strvice “° 
G.E.— Westinghouse and Majestic 


Customers in 37 states had hermetically 
sealed units rebulit er exchanged by us in 
the past year. Cemplete factery equipment 
for precision rebuilding. One year guaran- 
tee on all rebullt units. Exehange service 

available on most makes and 

models. Write fer prices and 


REX descriptive literature. 
REFRIGERATION SERVICE, INC. 


S. State Street CHICAGO 














there has never been such interest in a prod- 
uct shown at any previous meeting. Several 
pictures were taken of the meeting by Mr. 
Boester, which will provide a permanent rec- 
ord of its success. 


MISSOURI VALLEY CHAPTER 


November 23rd—The evening was devoted 
to a Stag Party, held at the Rome Hotel 
in Omaha, for which a special invitation had 
been issued to the Lincoln Nebraska Chap- 
ter and the Sioux City, Iowa Chapter to join 
in the evening’s fun. Both chapters attended 
with good representation, which greatly in- 
creased the pleasure of the evening. 

Mr. J. F. Page, Jr., associate member, was 
also a guest of the evening. 

December 7th—The meeting was called to 
order by President Haeberlein. A report of 
the Stag Party in November was given, and 
expenses of the affair passed on by the mem- 
bers and ordered paid from the treasury. 
The secretary was instructed to order twen- 
ty-four copies of the American Standards 
Association Safety Code for Mechanical Re- 
frigeration, which copies will be sold to 
members for the amount of twenty-five 
cents each. 
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KANSAS CITY CHAPTER 


December 12th—The main business sched- 
uled for the evening was the appointment 
of a nominating committee, and nomination 
of officers for the year 1940. Those selected 
were as follows: President, H. F. Andrews; 
1st V.P., F. A. Thompson; 2nd V.P., O. R. 
Irwin; Secretary, E. Bloesser; Treasurer, A. 
M. Hoover; Sergeant-at-Arms, T. L. Ander- 
son; Board of Directors, J. P. DeWilde, E. L. 
Tramposh, R. E. Meeker. The election was 
scheduled to be held during the next regular 
meeting. 

The meeting was then turned over to Mr. 
Andrews, who announced that refreshments 
would follow immediately. 

January 9th—This meeting was devoted 
primarily to the wind-up of the Chapter’s 
affairs for the year. There were no com- 
mittee reports, but the secretary’s annual re- 
port was read by the secretary, and ap- 
proved, and a final bill for expenses incurred, 
was presented. Next came the treasurer’s 
report, and the auditing committee’s report, 
given by Mr. A. M. Hoover. 

Since there were no further nominations 
for officers over those selected in the Decem- 
ber 12th meeting, it was moved and seconded 
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BRAND NEW 
ALL-PURPOSE MOTOR VALVE 


GENERAL CONTROLS 
HYDRAMOTOR 


a two-wire, hydrau- 
lically-operated, 
full-ported, motor 
valve for handling 
water, air, gas, gas- 
oline, oil (any grav- 


ity, any grade) 
bee =. saturated 
steam 





Get the details today of this amazing, all- 
purpose General Controls valve. Hes 
= lified two-wire current failure control. 


re operator is sealed in oil. Amazingly 
low in current consumption. No pes only one 
internal switch. Valve is full- —operates 
in any position. Write for details of — 
ations 


— and temperatures, and spec 
your services. 
Ask for Bulletin 


GENERAL ya», CONTROLS 


267 5th Ave., New York 450 E. Ohio St., Chicago, 
City Illinois 









that the secretary cast one vote for the en- 
tire slate, making the election unanimous. 
Acceptance speeches were made by all the 
officers as they were installed in their new 
offices. 
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FINE PLAYMATES FOR FINE 


N January 19, the day following the 
close of the All-Industry Exhibit, Mr. 
Al Fine, Manager of the Kerotest Chicago 
office started an exhibit of his own, display- 
ing a pair of the finest twin baby girls of 
the latest design. They were presented to 
Al by Mrs. Fine at 2:30 that morning weigh- 
ing 6 lbs. 8 oz. and 6 lbs. 4 oz. respectively. 
They are a fine pair of girls these Fine 
twins and the congratulations of their many 
friends are extended to both Mr. & Mrs. 
Fine. 


SS 


IMPERIAL INTRODUCES TRIPLE- 
SEAL FLARE FITTING AND 
MANY NEW TOOLS 
eyeoar as of attraction at the exhibit of 

The Imperial Brass Mfg. Co., Chicago, 
was the new Imperial Triple-Seal Flare Fit- 
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Protects Your Eyes—Throat and Lungs 
On Hurry-Up Emergency Calls! 


You can’t buy new eyes—or re-line your throat 
and lungs. But, you CAN equip with this handy 
“Cesco”’ Healthguard Fume Kit, and work in dan- 
gerous and irritating fumes with comparative 
safety. Kit includes mask and interchangeable 
cartridges for protection against ammonia, methyl 
chloride and sulphur dioxide fumes. Very com- 
fortable and SAFE. Comes in durable carrying 
case. 


* Always take our 

“Cesco”’ HEALT 
GUARD FUME KIT 
when making emer- 
gency service calls. 
Your order today will 
bring immediate deliv- 
ery on a 7-day approval 
basis. 


Write for Full Details, No Obligation! 


CHICAGO EYE SHIELD CO. 
2341 WARREN BLVD., CHICAGO, ILL. 








ting. This fitting embodies an improvement 
which assures that it will remain leakproof 
even when its seat has been badly nicked or 
marred, it is stated. 

Special demonstrations showing how this 
fitting performs were conducted at the Im- 
perial booth. 

Other new Imperial items shown for the 
first time were: a new flaring tool with slip- 
on yoke, a combination flaring and swedging 
tool, a multi-size combination coil maker and 
tube bender, a refrigerant transfer unit, an 
inner and outer reamer, a new liquid indica- 
tor, a by-pass tool for pumping down the 
system when the line is clogged, a throttling 
valve, and a new type of coil spacer and 
support. 


SSS 


AUTOMATIC PRODUCTS 
SHOOTING GALLERY 
IS FAVORITE 


NE of the most popular booths at the 
All-Industry Exhibit, was that of the 
Automatic Products Company of Milwaukee. 
In addition to an attractive display of their 
various products, A-P conducted a “sharp- 
shooting” contest, in which cash prizes were 
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desired head pressure. Then... 
head pressure would normally ring the bell . 
opens, admitting just enough water to the 
Economizer to keep the head pressure down 
to normal and the capacity up to par. 

Uses water only during peak load conditions, 
and then, very little. 

Write for Bulletin R7, or see your nearest 
SUPERIOR Jobber. 


SUPERIOR VALVE & FITTINGS CO. 
500 THIRTY-SEVENTH STREET + PITTSBURGH, PENNA. 
Export Department: 100 Varick Street, New York, N.Y. 





Kunochs Head Pressure Gora Loon! 


Here is a practical and profitable way 

to correct over-taxed air-cooled jobs. y 
Install a SUPERIOR ECONOMIZER (Heat Exchanger) between the 

compressor and air-cooled condenser. Hook it up with a water 
valve, as illustrated. Set the water valve to open at the maximum 
when the eS soars and 


. the water valve 








awarded to those recording the highest 
scores during the three-day show. 

Using a “light ray” gun, servicemen, deal- 
ers and manufacturers from all over the 
United States and Canada threw caution to 
the winds as they blazed away at the fast- 
moving targets. 

High scorer and winner of the first prize 
of $10 was Ray G. Smith, who is associated 
with the market research division of the 
Gates Rubber Company, Denver, Colo. 
Charles Price, of the City Electric Shop, 
Sydney, Ohio, carried off second honors and 
$7.50, while O. Hunt, Branch Manager of 
the Altec Service Corporation, Chicago, was 
winner of the $5 third prize. 
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NEW CATALOGS 
AND BULLETINS 


Atco Vatve Company, 2628 Big Bend 
Blvd., St. Louis, Missouri, have issued a new 
catalog No. 17 which is now available upon 
request. 

The book contains eight sections with one 
section devoted to each, the thermostatic ex- 


DENNIS GASKETS 
=~ FOR ALL MAKES 


REFRIGERATOR 





A complete line of 
rubber-coated, packed 
Gaskets and extrud- 
ed rubber Gaskets that last longer—retain 
higher efficiency—because made of finest 
materials and workmanship. Write for 
free samples, giving your jobber’s name 
and address. 


Ww. J. DENNIS & CO. 


2110-20 WEST LAKE ST. «<««CHICAGO 
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pansion valves, ammonia expansion valves, 
magnetic stop valves, ammonia magnetic stop 
valves, float switches, high pressure float 
valves, filters, accessories and special devices. 

In addition to the price sheets on these 
products the book contains a complete de- 
scription of the operation and construction 
of the devices along with installation and 
service diagrams and instructions. The many 
useful suggestions it contains will make you 
want to keep this catalog in your file for 
handy future reference. 

Write the company direct for your copy. 
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ALCO VALVE IN NEW 
QUARTERS 


HE Alco Valve Company of St. Louis 

announces that, effective at once, the new 
location of their Chicago factory branch of- 
fice will be 433 E. Erie Street. New and 
larger quarters, together with increased 
stocks, will make it possible to give improved 
service to the Chicago area. Ample parking 
facilities are available. 





DOMESTIC TYPE 
THERMOSTATIC CONTROLS 


Reconditioned Like New 
Precision work by experts. Years of 
satisfied customers, among the largest 
in the country. All work guaranteed. 
TRY US and be convinced. The largest 
thermostatic repair service in the country. 
IT’S YOUR GUARANTEE. Prices on 
request. 

UNITED REPAIR CO., INC. 





342 W. 70th Street, New York City 
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H. CHANNON COMPANY 


201 E. North Water St., Chicago 
Telephone: WHItehall 8130 


Founded 1875 








NEW GASKET ANNOUNCED 


ARROW PRODUCTS, 420 No. LaSalle 

Street, Chicago, Illinois, announce a new 
replacement gasket now available through 
your local jobber. 





G.E. Button -Type 
Door - Gasket 
REPLACEMENT ¢ 


Has a strong :--- 
adhesive backing, is f 
i affixed by moisten— 
4 ing slightly with ---- 
i by gasoline ---- and is 
\ ii ' placed directly over 
iil button-holes as 
shown here. 

















AP 





The new gasket has many utility uses, the 
principal one of which is as a replacement 
for the General Electric button type gasket. 
The gasket is manufactured so that it will 


not stretch and there is no craw! after it is 
placed in position. It is quickly and easily 
applied. 
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SERVICE PARTS CO. EXPANDING 


(HE Service Parts Company, 1101-3 

North 24th Avenue, Melrose Park, IIL, 
have erected a new building next to their 
old headquarters, which became necessary, 
due to increased business. The first floor of 
the new building is used for assembling and 
rebuilding hermetics, and the second floor 
and the old building are used as storage 
space for parts and rebuilt hermetic units. 
The firm is now in a better position to make 
immediate shipments of these rebuilt her- 
metics. 

The Service Parts Company is issuing a 
complete catalog of rebuilt hermetic units, 
compressors, and many refrigerator parts 
which will be available about March 1. 
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A NATURAL HOOK-UP 


ff large number of Lowry Process 
Beer Coil Cleaning franchises awarded 
to Refrigeration Service Organizations in 








HERMETIC 
SPECIALISTS 


Frigidaire Meter Misers, General Electric, 
Westinghouse and all others 


Factory method of rebuilding 
18 months’ unconditional guarantee 


WRITE FOR OUR LOW PRICES 


HERMETIC ENGINEERING CO. 
231 W. 116th St., New York, N. Y. 








A COMPLETE ELECTRIC REFRIGERATION 
GASKET SERVICE 


For Manufacturers 

Our long experience gives 
us an unrivaled under- 
standing of your gasket re- 
quirements. 

For Jobbers 

An unrivaled Gasket Re - 
placement Service. Prompt 
deliveries insured, 

For Service Men 





The exact gaskets you need furnished through your Re- 
frigeration Jobber. 
Write for Complete Catales 


CHICAGO - WILCOX MANUFACTURING CO. 
7701 Avalon Avenue Chicago, Ilinois 











SERVICE ENGINEER 
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A Complete Listing, Description and II- 
lustration of All Refrigeration and Air 
Conditioning Parts and Supplies. 


It Will Be Sent Only Upon Written Re- 
quest on a Letterhead or with an En- 
closed Business Card Showing a Direct 
Connection with the Refrigeration or 
Air Conditioning Industry. 


Reserve Your Copy Now—Scend in Your 


Request Today. 


AUTOMATIC HEATING & 
COOLING SUPPLY CO. 
647 W. LAKE ST. CHICAGO, ILL. 











WORLD’S LARGEST 
Hermetic Rebuilders 


MAJESTIC, GRUNOW, ecmenel | pg td 

COLD SPOT, segy EL, GIBSON, AND WEST 

INGHOUSE ‘rebuilding. World’s forpect re- 

as pare, pvtese $30. 
Parts f 

floats $3.45. Ge stn 

charge vos by 


65c. H.P. or S78. 75. 
Write , 2 cain Ye Mo's. 3 ‘“. new m 
40% off. 


@ & @ GENUINE MAJESTIC REFRIGERATOR 
AND RADIO PARTS SERVICE 
2429 $. Wabash - - - - - Chicago 











COLD CONTROLS & 


EXPANSION VALVES 


repaired or exchanged 

at the following prices, F.0.B. Chicago 
Automatic Expansion Vaives (All Makes)..$ 1.25 
Thermostatic Expansion Valves 3.00 
Automatic Water Valves 
Domestic Cold Controls (Modern Type)... 
Commercial Controls (Temp. or Pressure)... 
Commercial Dual Controls 

ALL WORK GUARANTEED FOR 90 DAYS 

Write for quantity prices 


NEW DUTY 














2424 Irving Park Blvd., CHICAGO 





various parts of the country during the last 


few months is testimony to the extremely at- 
tractive advantages of such a hook-up. 

The Lowry Process Manufacturing Com- 
pany is fortunate in having as President and 


J. L. THORPE 


General Manager Mr. J. L. Thorpe. Mr. 
Thorpe, after a careful study of the possi- 
bilities of successfully extending his classifi- 
cation of franchised operators to include 
Refrigeration Service Organizations, reached 
the definite conclusion that such a step was 
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“a natural” and beneficial to both parties. 
Accordingly, he launched an advertising 
campaign in THe RerriceraTion SERVICE 
Enerneer and the interest awakened and re- 
sults achieved throughout the country have 
already more than justified his judgment. 

Breweries receive a running stream of 
complaints from their dispensers in their 
endeavor to serve “the perfect glass of beer” 
to which their customers are entitled, and 
call upon the breweries for help. These com- 
plaints are now generally handed over by 
the breweries to the Lowry Process operator 
for investigation and correction. The cause 
of complaint is generally to be found in the 
dispenser’s premises and not in the keg de- 
livered by the brewery. Many of these 
breweries now arrange to bring their entire 
organizations to the Lowry Process offices 
for a demonstration of beer coil cleaning 
and a constructive lecture on dispensers’ 
problems as they affect the brewery. 

The sterling service and reliability of 
Lowry Process Coil Cleaning Service is now 
internationally recognized and today the 
company is able to broadcast the fact that— 
“More Coils are cleaned and more breweries 
are serviced by this process than by any 
other method in America.” 
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